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Lottery fund blow to 
Memorial Hall plan 


COUNCILLORS have 
been forced to rethink 
plans for a £1.3 million 
revamp of an historic 
hall after a bid for nearly 
half the cash was 
turned down by the 
National Lottery 

Now Newmarket Town 
Council is having to look at 
alternative ways of up¬ 
dating the Memorial Hall in 
the High Street, where it 
has its offices. 

The hall, nearly 100 years old 
and built in memory of King 
Edward VII, became the council’s 


BY John Goode 

Email: editorial@newmarketweeklynews.co.uk 


responsibility in 1999 and 
proposals for its future have been 
under discussion for the past seven 
years. 

There were hopes that the 
application for £500,000 from the 
Big Lottery Fund would succeed 
when the council was told last year 
that its bid was one of around 540 
selected to proceed to the next 
stage. 

But now the application has 
been turned down leaving the 
project in limbo. 

The council had hoped to apply 
for a £500,000 public works loan 
and seek additional funding from 
private and public sources to pay 


for the work on top of the Lottery 
money 

Coun Chris Turner, deputy 
mayor, who also chairs the 
Memorial Hall regeneration 
committee, said: “We were 
disappointed because a lot of hard 
work had gone into preparing the 
bid. 

“But the Lottery was over¬ 
subscribed by 10 times. Their 
budget was £50 million, but they 
received bids for £500 million.” 

One of the reasons given by 
Lottery officials for rejecting the 
council’s bid was that they were 
unsure about the council’s ability 
to evaluate progress on such a 
major project. 

“We dispute that,” said Coun 
Turner. “One of the comments 
made from our committee was that 


the Lottery’s reasoning was just an 
excuse. 

“I’ll be preparing a report for the 
next meeting of the regeneration 
committee with various options. 

“This is my fifth year on the 
council and I’ve been involved 
with the hall project from the 
beginning. I would certainly like 
something to happen next year.” 

One idea is to move the Town 
Council’s office to the ground floor 
from the upstairs rooms that are 
currently used. 

Councillors also want to see the 
hall used more often. The main 
hall is used for a weekly indoor 
market as well as badminton 
sessions, training for a majorette 
group and the annual Battle of the 
Bands as well as one-day sales and 
children’s activities. 



Are you looking 
to marry in 2008? 


SAVE up to £1920 with 
our special offer 

£4850.00 for 60 guests 

Available during selected 
off peak periods 


Includes: 

• Exclusive use of the country house, 
pavilion and grounds 



■ REWARDING ... tutor Guenaelle Fairbrother and her pupils with their certificates, picture: Aiex weatherm 456325 . 


Making French fun 


YOUNGSTERS have 
received certificates to mark 
the completion of their first 
year of learning French. 

The seven children, aged 
between eight and 11, have 
been taking part in La Jolie 
Ronde classes run by 
Guenaelle Fairbrother at 
Newmarket’s Catholic 
Church Hall. 

Mrs Fairbrother, who also 
runs classes in Burwell and 
Tuddenham, said: “Being a 
licensee of La Jolie Ronde is 
very rewarding as I can see 
how successfully the 
children have learnt and 
how much they have 
enjoyed coming to the 
lessons. 

“In their first year the 


children have not only learnt 
a lot of vocabulary and 
expressions but they have 
also been introduced to La 
France and its culture. 

“The emphasis is on ‘fun’ 
and lessons are short, using 
basic grammar, rhymes, 
songs and stories to allow 
the children to become 
physically involved in the 
learning activity. 

“I also teach a programme 
called ‘Les aventures de 
Trottine et Minou...et les 
saisons’ targeted at the four 
to six-year-old children.” 

The Newmarket classes are 
resuming this month with a 
new programme called 
Bonjour La France. 


• Toastmaster 

• Welcome drink 

• Three course meal 

• Wine, water and toast drink 

• Table plan, place names 
and menu cards 


• Disco 


Chippenham Lodge Estate is 
situated just 5 miles from Newmarket 
with easy access from the All, 
A14 and Mil. 

To find out more call 

01638 724089 or visit 

www.chippenhamlodge.com 
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Learning this way 
is racing certainty 


PRIMARY school 
children have been 
saddling up for 
some horseplay to 
help improve their 
maths. 

Youngsters from Stret- 
ham Primary School 
made a special visit to 
the jockeys’ weighing 
room at Newmarket 
Racecourse last week for 
a day of racing-inspired 
learning. 

Dressed in jockey silks, 
the Year 6 pupils had the 
chance to step on to the 
famous weighing scales 
used by racing legends 
such as Frankie Dettori 
and Lester Piggott, as 
well as riding on the 
yard’s mechanical hor¬ 
ses. 

But it wasn’t all 
horsing about as the 
youngsters also learned 
about racing weights and 
handicap system and 
were asked to calculate 
some racing weights 
used in the multi-million 
pound industry. 

The visit was part of 
the Playing for Success 
scheme, which will see 
the children enjoy five 
study sessions at the 
racecourse. 

Sam Howard, aged 10, 
said: “We had a great 
time riding the mecha¬ 
nical horse and we also 
saw how much we all 
weighed on the really 
old-fashioned jockey 
scales. It was really great 
fun.” 

The pupils from the 
school in Stretham, near 
Ely, also tested their 
maths and literacy skills 
in the racecourse’s Winn¬ 
ing Post Study Centre, 
which boasts purpose- 
built classrooms and a 
new computer suite. 


BY Jack Grove 

Email: editorial@ 
newmarketweeklynews.co.uk 





Class teacher Joanne 
Phillip, who is also the 
school’s deputy head, 
said: “The children get 
so much from attending 
this course. It is the third 
consecutive year in 
which we have been 
lucky enough to take 
part in the Playing For 
Success scheme and the 
results speak for 
themselves. 

“The school scored a 
maximum 100 per cent in 
science, 96 per cent in 
English and 93 per cent 
in maths. 

“The improved confid¬ 
ence this course gives 
our pupils is evident in 
everything they do.” 

Parent governor Jenny 
Howard, who helped to 
organise the visit, said: 
“The children were 
having so much fun, I 
don’t think they actually 
realised they were learn¬ 
ing so much.” 


■ WEIGHED UP... left, pupil 
Sam Howard gets weighed on 
the 

old-fashioned jockey scales. 
Above, Ryan Haylette rides the 
mechanical horse as Mike 
Webb stands by. 


458138/139. 


Screen appeal 

A COMMUNITY cinema 
group is appealing for 
more volunteers to help 
run its monthly shows. 
Cinema at Newmarket 
continues its 2008 
screenings at the town’s 
Stable community 
centre in the High 
Street next month with 
Waitress , followed by 
Atonement, starring 
Keira Knightley, in 
March. 

All screenings begin at 
7.30pm. Annual 
membership costs £5 
with members paying £4 
per attendance 
(concessions £3). Non¬ 
members are welcome 
but need to pay a £1 day 
membership. Tickets 
are available at the door 
but advance bookings 
can be made by calling 
07756 853714. 

More volunteers are 
needed to set up the 
screenings, sell tickets 
and help with the 
technical aspects of the 
shows. Anyone 
interested should 
contact Hilda Halliwell 
(01638) 601866 or attend 
the annual meeting on 
Sunday, February 17, at 
6pm. 

Club donation 

SHOPPERS and golfers 
helped members of a 
car club raise £2,800 for 
charity. 

Members of Newmarket 
and District Car Club 
presented a cheque to 
the Newmarket branch 
of the Multiple 
Sclerosis Society. 

The money was raised 
during the past year by 
car club members 
through various 
fundraising events, 
collections outside the 
town’s Waitrose store, 
the Christmas late- 
shopping street fair, and 
a donation from 
Newmarket Golf Club 
during their Captains 
Day meeting. 

Carnival cash 

VILLAGERS are 
fundraising for their 
annual summer 
carnival. 

A quiz night is being 
held on Saturday at 
Burwell’s Gardiner 
Memorial Hall to help 
finance the carnival, 
which is due to take 
place on Saturday, June 
28, and will have the 
theme “Countries of the 
World”. 

The quiz night starts at 
7.30pm. Tickets, price 
£3, can be obtained by 
calling John Rollin 
(01638)741137. 

Walk-in theft 

POLICE have warned 
householders to keep 
their doors locked after 
a walk-in thief stole a 
camera. 

The thief got into a 
house in High Street, 
Newmarket, between 
8.30pm and 9.30pm on 
Tuesday, January 15, 
through an unlocked 
door. Anyone with 
information about the 
theft should call Det 
Con Andrea French at 
Newmarket CID on 
(01284) 774100 or 
Crimestoppers on 0800 
555111. 
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James Morrison on song for Newmarket nights 


AWARD-WINNING chart-topper 
James Morrison will be one of the 
stars at this summer’s concerts 
after racing at Newmarket. 

The young singer, who found 
fame in 2006 with his debut hit You 
Give Me Something, is the latest 
act to join the line-up for the 
Newmarket Nights which attract 
thousands of music fans as well as 
racegoers to the town’s July 
racecourse. 

Last year he performed a popular 


concert in nearby Thetford Forest. 

Now it has been announced that 
he will be joining Canadian rocker 
Bryan Adams and reggae band 
UB40 as the first acts to be 
announced for the series of seven 
shows sponsored by radio station 
Q103. 

James Morrison, who was just 21 
when he had his first hit, had one 
of the top selling albums of 2006. 
Undiscovered was number 10 in the 
year end best-sellers chart. 


In 2007, James was nominated for 
three Brit Awards, receiving the 
award for Best British Male. 

He performed at the V festival 
and at the Memorial Concert for 
Princess Diana. 

Stephen Wallis, managing 
director of Newmarket Race¬ 
courses said: “We are very pleased 
to be welcoming James Morrison to 
the July Course and I am sure he 
will be extremely popular with the 
Newmarket Nights audience.” 


Last year’s “nights” were the first 
after a £10 million revamp of the 
racecourse which increase the 
crowd capacity to more than 20,000. 
The only sell-out night last year was 
popular eighties band Madness. 

James Morrison will be 
appearing at the July Racecourse 
after racing on Friday, July 25. 

For ticket details visit www. 
newmarketracecourses.co.uk or 
call (01638) 675500. 



■ POPULAR ... James Morrison. 


Tiredness contributed to 
crash which killed Olivia 


BY John Goode 

Email: editorial@newmarketweeklynews.co.uk 

FATIGUE and drink were 
contributory factors in a crash 
which led to the death of a 
young promotions assistant. 

Olivia Mills, 18, died when her car 
smashed into trees less than a mile 
from her home in Kennett. 

The inquest into her death heard 
the crash happened just three and half 
hours after she arrived home from a 
night out. 

Although the level of alcohol found 
in her blood was below the legal limit 
for driving, a police accident investi¬ 
gator said it must have contributed to 
the crash. 

Olivia was on her way to work at 
Rushden, Northants, from her home 
in Forest End, Kennett, when the 
crash happened just before 7.30am on 
September 28. 

No other vehicles were involved and 
she was found sitting in her wrecked 
Ford Fiesta by a passing motorist. She 
was certified dead at the scene of the 
crash beside the B1085 Dane Hill 
Road. 

Accident expert Pc David Paul told 
the inquest that it had not been 
possible to calculate the speed of 
Olivia’s car before the crash. 

But he told the hearing at Ely that 
Olivia’s mother, Sue Wells, had said 
she had not come home until 4am that 
morning and was due to start work at 
Rushden at 9am. 

A toxicology test showed that she 
had 50 mg of alcohol in 100 ml of 
blood - the legal limit for driving is 
80mg. 

Pc Paul said: “The combination of 
fatigue and alcohol consumption must 
be considered contributory factors in 
this collision.” 

He said her car had sustained a 



■ TRIBUTES . . . left, Olivia Mills, and, above, 
flowers left at the scene of the crash near 
Kennett. 


“major front offside impact” with one 
tree before “barrel-rolling” into 
another tree where it came to rest on 
its wheels. 

Olivia was wearing a seat belt and 
the airbags in the car had worked. 

William Morris, coroner for North 
and East Cambridgeshire, recorded a 
verdict of accidental death. He said 
Olivia had died from multiple injuries 
- particularly head injuries. 

Olivia also worked at Newmarket 


nightclub De Niro’s and had done 
modelling assignments - including 
one with the Mildenhall Fen Tigers 
speedway team. 

After the crash friends and family 
members placed flowers and personal 
tributes on the tree. 

A packed funeral held in October at 
Soham, where she was a former pupil 
at the village college, featured a 
theme in her favourite colour - pink. 


Hoodie youth 
attacks teen 

A TEENAGE boy suffered grazes and 
bruising after he was attacked by 
another youth. 

The victim was tripped up and 
assaulted by one of a group of youths 
in Parkers Walk, on Newmarket’s 
Studlands Park estate. 

The attacker was a white youth aged 
16 or 17. He was described as being of 
slim or medium build with short 
brown hair. He was wearing a grey 
hooded top, black tracksuit bottoms 
and white trainers. 

Anyone with information about the 
incident which happened at around 
4.35pm last Friday should call Pc 
Nicholas Chapman at Newmarket 
Police on (01284) 774100 or Crime- 
stoppers on 0800 555111. 

Raiders target 
building site 

VANDALS and thieves have struck 
again at a building site where 
hundreds of new homes are under 
construction. 

Last week two lamp posts were 
stolen from the site off George 
Lambton Avenue, Newmarket. 

Now houses under construction 
have been damaged and fascia boards 
and soffits have been ripped off. 

The incident happened between 2pm 
on Saturday afternoon and 7am on 
Monday. 

Anyone with information should 
call Pc Lee Sampher at the Newmarket 
North Safer Neighbourhood Team on 
(01284) 774100 or Crimestoppers on 
0800 555111. 


Plan for retirement flats given go-ahead 


CONTROVERSIAL plans to 
convert a house into 
retirement flats have finally 
been approved - despite 
opposition from people 
living nearby. 

The scheme to provide 
homes for people who 
worked in the horse racing 
industry has been under 
discussion for the past 18 
months. 

Racing Welfare, the 
charity for people in racing, 
wants to convert Crampton 
House, next to its head¬ 
quarters in Park Lane, 
Newmarket, into retire¬ 
ment flats. 

Previous applications for 


planning permission have 
been turned down by Forest 
Heath District Council after 
opposition from people 
living next to Crampton 
House. 

The residents objected to 
plans to demolish Cramp¬ 
ton House and build a 
larger block. They also 
opposed plans for extra 
homes in a nearby cottage. 

They were concerned 
that the new block would 
overshadow their homes. 
They were also worried 
about additional traffic. 

Now a scaled-down plan 
for four flats in the existing 
building and a fifth in a 


two-storey extension have 
been approved by a district 
council planning officer 
without being referred to 
the planning committee. 

Newmarket Town Coun¬ 
cil, which opposed previous 
plans, did not object to the 
latest application. 

Racing Welfare has said 
that the new flats, part of a 
£6 million project to build 
new homes for people 
either employed in racing 
or retired from the industry, 
were much needed. There 
are nearly 80 people on the 
charity’s waiting list for 
homes. 

Cedric Burton, chief 


executive of Racing Wel¬ 
fare, has previously said he 
did not want to upset 
neighbours and had hoped 
to find an acceptable plan. 

The charity lodged an 
appeal against the rejection 
of the earlier scheme to 
demolish Crampton House 
and build a new block of 
seven flats. 

The new flats would be 
close to the existing Racing 
Welfare retirement homes 
at Jack Jarvis Close, 
Newmarket. 

The scheme is set to be 
renamed in memory of one 
of the charity’s long-time 
supporters. 


WildTracks 


ADVENTURE 


UPAND \ _ 

TRY OUR 
NEW RALLYI 

y KARTsy . KARTING 
A•QUADS 

• 4X4 

• MX BIKES 

• MILITARY 




SUN 3 FEB 


Park + cafe open 9.30am 
Rides from £5 
Children’s play area 


FREE ENTRY 

WITH THIS AD 


RING 

01638 

751918 


4 miles north of Newmarket on 
B1085 Fordham exit from All 


www.wildtracksltd.co.uk 
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Do you have 

Raised Cholesterol? 

Are you aged 50-75? 

but are otherwise in good health 


WOULD YOU LIKE TO TAKE PART IN MEDICAL RESEARCH? 


On this occasion we are looking for men, or women of non 
child bearing potential, who have a raised Cholesterol level. 
If you participate in this trial you will be compensated for your 
time and inconvenience. Travel expenses will be reimbursed. 
If you are interested or would like more information please 
phone Judy on 

01223 296143 



uk_cru-cambridge@gsk.com • www.trials-gsk.co.uk 






—Cambridge 

Evemm 


News, 


Deadline for receiving messages 
10am Monday 11th February, to 
appear in the Cambridge Evening 
News on Thursday 14th February. 


Or call and speak to our 
friendly team on: 

01223 434343 


Choose one of the two designs and write your message in the boxes 
above - one word per box (max 20 words) Then fill in the form below 
and send it to us along with a payment of £7.95 per message. 


NAME . 

ADDRESS . 

. POSTCODE. 

CONTACT. TEL. 

(in case we have any problems/queries - we don't want to ruin the surprise!) STYLE I -| I 2 I please tick 

/ wish to pay by VISA / MASTERCARD / SWITCH 

im 


Security digits 

NAME ON CARD .ISSUE NO . 

VALID FROM ././. EXPIRY DATE ././.AMOUNT £. 




Or send a cheque / postal order payable to: Cambridge Newspapers Ltd 
Cambridge Evening News, Winship Road, Milton CB24 6PP 

t Sponsored by Peter Graves ^ 

For all your Valentine’s flowers 


83 Cambridge Road, Girton. 01223 276408. 26 High Street, Histon. 01223 234038 
Visit our website: www.petergravesflorist.co.uk 


People’s jockeys train for Aintree 



■ HOPEFUI _Clare Twemlow is a contender for the People’s Race. 

Picture: Richard Patterson 458972. 



In our weekly column, 
reporter JOHN GOODE 
takes a look behind the 
racing scene to bring you 
news from in and around 
the stables. 


PEOPLE competing in an 
X-factor -style contest to become 
jockeys have taken part in 
selection and training at 
Newmarket. 

A total of 32 hopefuls, including a 
48-year-old pub landlord, a 56- 
year-old police officer, a 44-year- 
old carpenter, a 38-year-old nail 
technician and several 
housewives, entered the John 
Smith’s People’s Race. 

Half of them took part in two days 
of training and selection at the 
British Racing School in 
Newmarket and others underwent 
a similar process at the Northern 
Racing College in Doncaster. 

They were chosen from thousands 
of people who submitted entries 
to ride on one of the biggest race 
days of the year - the Grand 
National at Aintree. 

Although the People’s Race, run 
for the first time last year, does not 
include any jumps, the training is 
tough for many of the contestants, 
some of whom had never sat on a 
horse before. 

The selection process will whittle 
down the number of would-be 
jockeys to 10 with two reserves. 
Only one of the 32 finalists was 
from the Eastern region. Clare 
Twemlow, 29, from Newmarket, 
an accountant for a 
pharmaceutical company who 


previously worked at the Racing 
School, was among those put 
through their paces by the 
school’s jockey coach, Richard 
Perham. 

He said: “We have been 
involved with the People’s Race 
from the beginning, and to be 
honest at first I thought the 
whole idea was crazy. 

However, I was really 


impressed with how all the 
riders who took part last year 
did so with such enthusiasm 
and success.” 

Some finalists were eliminated 
after the first day. 

But the rest go on for additional 
training in the next two months 
before the final assessment on 
March 15. The race will be run at 
Aintree on April 5. 


Mourners’ tributes 


to ‘terrific friend’ 


BY John Morgan 

Email: editorial@newmarketweeklynews.co.uk 

FAMILY and friends of a 
man killed in an horrific 
head-on road crash 
gathered to mourn at his 
funeral. 

Leighton King, 26, died when 
his van was involved in a 
collision with a lorry on the 
A142 near Stuntney in the 
early hours of January 15. 

The funeral of Mr King, who 
lived in Blackthorn Court, 
Soham, was held at St 
Andrew’s Church, Isleham. 

He leaves parents Tony and 
Elizabeth, of Waterside, 
Isleham, brother Justin and 
girlfriend Rachel Taylor. 

Tributes have poured in for 
Mr King, who was killed on his 
way to work as a plant 
operator at Waterbeach-based 
construction company Dicker- 
sons. 



■ MOURNED ... Leighton King. 


Shaun Emson, 34, who lived 
next door to Mr King, spoke of 
his friend and work colleague 
following the tragic accident. 

Mr Emson had been driving 
to work along the A142 when 
he saw the accident, realising 
immediately that Mr King was 


involved after spotting his 
work van. 

He said: “Leighton was a 
terrific friend and neighbour - 
he would do anything to help 
and nothing was too much 
trouble. 

“He had a lovely girlfriend 
and great family - he had 
everything going for him.” 

Garlands of flowers have 
been left at the scene of the 
crash. 

Mr King played for Isleham 
United Football Club, which 
cancelled a game as a tribute 
to him. 

■ The driver of the lorry 
involved in the collision, a 37- 
year-old man from Granada in 
Spain, was arrested on susp¬ 
icion of causing death by 
dangerous driving. He has 
been bailed to return to 
Parkside police station on 
March 17 for further quest¬ 
ioning. 
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Furniture shop set to help terminally ill 


A NEW charity furniture 
shop will pay for the running 
costs of a hospice for 
people with terminal illness. 

The shop in Mildenhall is the 
first specialising in furniture 
to be run in aid of the St 
Nicholas Hospice, based in 
Bury St Edmunds. 

The hospice already has 
charity shops in Mildenhall, 

Newmarket and other parts 
of West Suffolk which bring 
in thousands of pounds. 

The new shop, in the 
Mildenhall shopping 
precinct, was officially 
opened by local MP Richard 
Spring, patron of St 
Nicholas Hospice. 

Mr Spring said: “It is an 
excellent idea to have a 
shop dedicated to furniture 
and I feel sure it will be a 
great success. 

“The shop will attract 
people looking for items for 
their homes who will have 
the extra benefit of knowing 
the proceeds of their 
purchase are going towards 
such a worthwhile cause. 

The services offered by St 
Nicholas’ Hospice and the 
caring staff and volunteers 
who work within the 
movement are second to 
none.” 

Mr Spring was told about a 
new service which is being 
launched by the hospice to 
give support to terminally ill 
patients in their own homes 
as well as the work done by 
the hospice to help children 

come to terms with the loss ■ OPEN FOR BUSINESS ... left to right Paul Abbott fundraising and marketing director at the opening of the 
of a parent or relative. new furniture fundraising shop with the shop manager Gill Ingham. picture: Keith Heppeii 457143. 



Burger bar’s battle to 
stay open hour longer 


Seized hotel food 
to be destroyed 


UNFIT food seized from a 
hotel by health inspectors is 
to be destroyed on the order 
of magistrates. 

The food was taken away 
from the Riverside Hotel in 
Mildenhall after an 
inspection by environmental 
health officials on Thursday 

Paul Weller, solicitor for 
Forest Heath District 
Council, successfully applied 
to magistrates at Bury St 
Edmunds on Friday for an 
order to destroy the food, 
which was said to have been 
unfit for consumption. 

The council has yet to 
decide whether to prosecute 
the hotel. 

The food seized from the 
hotel’s kitchens included: 
mouldy pate; fresh cream and 
dressed crab which was out 
of date; decomposed melon; 


mouldy strawberry and 
uncovered meat. 

No one was available for 
comment at the hotel after 
the court hearing. 

The hotel did not oppose 
the order in court. 

The food is likely to be 
dumped this week. 

The three-star hotel, in Mill 
Street, Mildenhall, dates from 
1720 and room prices start 
from £69.50 a night. 

It is popular with local 
organisations which stage 
dinners and other functions 
there. 

The court action is believed 
to have been the first of its 
kind taken by the council. 

Last year environmental 
health officers seized stereo 
equipment from noisy 
neighbours who were later 
prosecuted. 


Nurse turns loss into gain 


A COMMUNITY 
nurse aims to have 
lost eight and-a- 
half stone in time 
for the London 
marathon. 

Gill Cox, of 
Exning, near 
Newmarket, has 
been slimming for 
two years and has 
tackled several 
half-marathons 
and 10 km runs as 
well as the Prague 
Marathon. 

She took up 
running as part of 
her weight-loss 


programme which 
has seen her lose 
7st 31b to bring her 
weight down to 
12st 51b. 

But she is 
aiming to reach 
her target weight 
of 11 stone by the 
start of the 
marathon on 
Sunday, April 13. 

Miss Cox, 41, 
who works with 
adults with learn¬ 
ing disability in 
the Forest Heath 
and Haverhill 
areas, hopes to 


raise £1,500 for St 
Nicholas Hospice 
in Bury St 
Edmunds. 

She said: “I have 
been running 
since October 2006. 
I’d been dieting 
and going to the 
gym, but did not 
feel I was achiev¬ 
ing much.” 

To sponsor Gill 
Cox call (01440) 
715960 or go 
online at www. 
jus tgi ving.com/ 
gilliancox 


Woman escapes injury in collison 


A WOMAN escaped serious 
injury when her car ended 
up on its side after a 
collision with a lorry on 
Friday morning. 

The crash happened just off 
the All at Barton Mills in 
the Tuddenham road. 


The woman managed to get 
out of her red Vauxhall 
Corsa after the collision 
which happened just before 
7.45am. 

Police said she only suffered 
minor injuries. The lorry 
driver was unhurt. 


BY John Goode 

Email: editorial 
newmarketweeklynews.co.uk 


A FAST food shop 
faces a fight to stay 
open longer. 

Members of New¬ 
market Town Council are 
objecting to an appli¬ 
cation by the Wimpy food 
shop in the High Street 
for a licence to sell fast 
food until lam. 

The council’s finance 
and policy committee is 
recommending that the 
restaurant should only be 
allowed to stay open until 
midnight - an hour later 
than its current licence. 

The burger bar’s appli¬ 
cation is the second 
licensing issue which is 
being opposed by the 
town council. 

Councillors have 
already voted against an 
application by the Total 
filling station in the High 
Street for a licence to sell 
alcohol and fast food 
around the clock. 

The council has agreed 
with people living near 
the filling station who 
have said the move could 


Council opposes 
lam closing time 


result in drunken yobs 
causing a disturbance in 
the early hours of the 
morning after pubs and 
night clubs close. 

The Total application 
will be decided by Forest 
Heath District Council’s 
licensing act sub-comm¬ 
ittee next month. 

The district council 
will also decide whether 
to grant the Wimpy 
application. But it will 
take the town council’s 
views into account. 

Councillor Bill Burch, 
the mayor, said: “We felt 
midnight was quite late 
enough for the Wimpy. 
The High Street is bad 
enough now and if the 
licence is granted it could 
be open every night.” 

The police have prev¬ 
iously said that fast food 
outlets often become 
“flash points” for 
violence when drunken 
revellers clash after a 
night out. 


But Huseyim Hamit, 
who runs the Wimpy, told 
the Weekly News he did 
not intend to open every 
night until lam. 

He said he only wanted 
to stay open later “10 or 
15 times a year” - 
particularly when the 
town is busy after the 
Newmarket Nights race 
meetings and pop 
concerts. 

He said other High 
Street food outlets, 
including the RFC, were 
already allowed to stay 
open until lam. 

Cllr Burch said the 
town council’s views 
were being passed to the 
district council. 

A representative of the 
town council may also 
attend the meeting on 
February 13 when the 
Total filling station 
application is due to be 
considered. 


Great deals for all your windows, doors and 
conservatories and Garador Garage doors 



Full range of 
Garador high 
spec sectional, 
canopy, 
retractable and 
automated garage doors 

• PVC-U, Hardwood and 
Aluminium 

• All Styles & Designs 

• Replacement Sliding Box 
Sash Windows 

• Fascia, Soffits and Guttering | 

• All Colours 

• Garage Doors 

• Friendly Helpful Service 

• Excellent Workmanship 
•Trade Enquiries Welcome 


•10 YEAR INSURANCE 
BACKED GUARANTEE 

• DESIGN TO 
COMPLETION 

•FREE SURVEY AND 
QUOTATION 

• FINANCE AVAILABLE 


“We can not 
be beaten in 
quality and 
value” 


• Specialists in PVC-U, Hardwood & 
aluminium. 

• 10 year insurance backed guarantee 

• Free survey and quotation 


Tel 01638 743343 


H/0: Unit 14A, Meadow View Ind. Est. Reach Road, Burwell, Cambs 
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BADCOCK. Edward (Ted) 
Anthony, April 12th, 
1934 to January 20th, 
2008, taken unexpectedly 
but peacefully at home. 
Eldest son of Ev and the 
late Eddie, devoted hus¬ 
band of Ann, much loved 
father of Coral and 
Diana, well respected 
father-in-law of Nigel 
and Rodney, adored 
grandfather of Oliver, 
Rupert, Harry, Emma, 
Jason and Zoe, will be 
missed by all. A celebra¬ 
tion of his life and com¬ 
mittal was held at 
Cambridge City 

Crematorium, East 
Chapel, on Tuesday, 
January 29th. Donations 
to Cambridge United 
Football Club c/o 
Weyman Funeral Service, 
26 Abbey Walk, 
Cambridge. 


Richard Stebbings 
Funeral Service Ltd 


• Independent family business 

• Personal 24 bour service 

• Private Cbapel of Rest 

• Pre-payment funeral plans 

• Monumental masonry 

• Floral tributes 

Funeral Director: Rickard Stebbings Dip FD, LMBIFD 

Memb er o ftke Independent Funeral Atitration Sckeme 



Kendal House, 

Cambri dge Road, 
Impington, Cambridge 


NATIONAL 

H $ 


01223 232309 


BROWN. Hetty, of Ditton 
Fields, Cambridge, 
beloved wife of the late 
Charles, also a much 
loved mother, mother-in- 
law, nana and great-nana, 
passed peacefully to rest 
in Addenbrooke's 

Hospital, on Tuesday, 
January 22nd, 2008, aged 
93 years. Funeral service 
and interment, 1.30pm, at 
Cambridge City 

Cemetery, Newmarket 
Road, Cambridge, on 
Tuesday, February 5th. 
Floral tributes may be 
sent to Richard Stebbings 
Funeral Services Ltd, 
Kendal House, 

Cambridge Road, 

Impington, Cambridge. 
Tel: 01223 232309. 


CAMPBELL. Dr Ian 
McIntyre Campbell, 
Loving husband of Gina 
and of the late Ann 
Davies, much loved 
brother of Fiona and 
devoted uncle of Graeme 
and Jennifer, died peace¬ 
fully at his home, after a 
long illness, on 
Wednesday, January 
23rd, 2008. Sadly missed. 
For further information 
contact Robert Samson 
Ltd Funeral Director. Tel: 
01382 477124. 


CARLTON. Joan, for¬ 
merly Illsley (nee 

Golding), of Quy, 

Bottisham and late of 

Kentford, peacefully at 
Papworth Hospital, on 
Monday, January 21st, 
2008. Dearest wife of 
Leslie, much loved 

mother of Roger, mother- 
in-law to Sally and 
devoted grandma to 
Dominic. Funeral service 
at St Mary's Church, Quy, 
at 12.00noon, on Friday, 
February 1st, followed by 
interment. Family flowers 
only please, but dona¬ 
tions made payable to 
The Parkinson's Disease 
Society (Newmarket 
Branch), may be sent c/o 
Cambridge Funeral 
Services Ltd, 617 
Newmarket Road, 

Cambridge. CB5 8PA. 


DEMPSEY. Patrick (Paul) 
Joseph, of Fulbourn, 
Cambridge, passed away 
suddenly but peacefully, 
at Addenbrooke's 

Hospital, with his family 
by his side, on the morn¬ 
ing of Saturday, January 
19th, 2008, aged 69 
years. A dearly and much 
loved partner, brother, 
father and grandfather, he 
will be sadly missed and 
fondly remembered by 
his family and friends. 
Funeral service took 
place at St Vigor's 
Church, Fulbourn, 
Cambs, on Monday, 
January 28th. Donations 
made to the Bobath 
Centre for Children with 
Cerebral Palsy c/o 
Weyman Funeral Service, 
26 Abbey Walk, 
Cambridge. 


FROST. Margaret Ellen, of 
Pampisford, died peace¬ 
fully at Addenbrooke's 
Hospital, on Friday, 
January 18th, 2008, aged 
84 years. Loving sister to 
Elsie, aunt to Deanna and 
Peter and great-aunt to 
William and Naomi. 
Funeral service at 
Pampisford Parish 
Church, on Monday, 
February 4th, at 11,00am, 
followed by interment in 
Pampisford Churchyard. 
Flowers may be sent c/o 
H J Paintin Ltd, 43 High 
Street, Linton, 

Cambridge. CB21 4HS. 

GOOCH. Geoffrey, passed 
peacefully to rest, on 
Sunday, January 20th, 
2008, aged 93 years. 
Loving husband of 
Lorna, dear father of 
Michael, Margaret and 
the late Dennis, loving 
grandfather and great¬ 
grandfather. Funeral 
service and committal at 
10.30am, on Tuesday, 
February 5 th, at 
Cambridge City 

Crematorium, West 
Chapel. Family flowers 
only, but if desired, dona¬ 
tions for Denbiegh Ward 
Fund may be sent to 
Richard Stebbings 
Funeral Services Ltd, 
Kendal House, 

Cambridge Road, 

Impington, Cambridge. 
CB24 9YS. Tel: 01223 
232309. 

LINDSAY. Brian Morlin 
(nicknamed Linnet), 
passed away peacefully 
on Sunday, January 20th, 
2008, in Addenbrooke's 
Hospital, after a brave 
fight against illness. 
Much loved and missed 
by all his family and 
friends. Together again 
with his loving wife 
Aileen. Funeral service 
on Friday, February 1st, 
at 3.15pm, in the East 
Chapel, at Cambridge 
City Crematorium. All 
welcome to attend. Floral 
tributes to Co-operative 
Funeralcare, James 
Street, Cambridge. 


WRAY. Fred, of Moulton, 
passed peacefully away 
after a short illness, at his 
home, on Saturday, 
January 26th, 2008, aged 
48 years. Farrier to both 
Geoff Wragg and Henry 
Cecil. A loving son of 
Fred and Pearl, dear 
brother and uncle, who 
will be sadly missed by 
all his family and friends. 
Funeral service to be held 
at St Peters Church, 
Moulton, on Wednesday, 
February 6th, at 
12.45pm, followed by 
cremation. Family flow¬ 
ers only please but dona¬ 
tions, if desired, may be 
made payable to St 
Nicholas Hospice c/o 
Southgate of Newmarket 
Funeral Directors, 25 
Duchess Drive, 

Newmarket. CB8 8AG. 


In Memoriam 
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To place your 
Family Notices 
telephone 

01638 

662581 


Birthdays 


CONGRATULATIONS 

JOYCE 
BRAND 

on your 
80th 

Birthday 

February 4th, 2008. 

Lots of love from 
all your family x x x 



On course for success 


SIX potential golf stars of 
the future have been 
selected for special training 
with the European Golf 
Performance Institute 
(EGPI). 

The youngsters are among 
the most talented with the 
Cambridge Area Golf Union 
juniors and are all linked to 
local clubs. 

They will join the EGPI 
assessment and player 
development programme to 
help them train and prepare 
for the coming season. 

The players are: Dan 
Pillinger, of Ramsey; James 
Reeson, of St Ives; Toby 
Crisp, of the Links Golf Club 
in Newmarket; Oli Fullerton, 


of Elton Furze; Blue Revell, 
of Ely City; and Paul Tiplady, 
of Bar Hill. 

As part of the scheme they 
will undergo a technical 
analysis of their swing, on- 
course assessment, goal 
and target setting and 
managing their training and 
competitive programmes. 
Walter McClellan, 
Cambridge Area Golf Union 
junior chairman, said: “We 
are delighted with the 
programme the EGPI has 
produced for our young 
players. It really is cutting 
edge. 

“We expect to see a rapid 
improvement in our players’ 
performances this season.” 



■ IN THE SWING . . . back from left, Keith Williams, technical director at the 
European Golf Performance Institute (EGPI); Nigel Furnis, performance director at 
EGPI; Dan Pillinger, Ramsey Golf Club; Walter McClellan, Cambridge Area Golf Union 
junior chairman; and Paul Darby, physiological director at EGPI with, front from left, 
Paul Tiplady, of Bar Hill Golf Club; Blue Revell, of Ely City Golf Club; Oli Fullerton, of 
Elton Furze Golf Club; James Reeson, of St Ives Golf Club, and Toby Crisp, of the 
Links Golf Club in Newmarket. cp. 


MEMORY LANE 



Where and when? 


WEEKLY NEWS 

Letters 

THE Newmarket Weekly News 
welcomes your views. Write to: 
Readers Letters, Newmarket 
Weekly News, 15 High Street, 
Newmarket, CB 8 8 LX or send an 
e-mail to editorial@ 
newmarketweeklynews. co. uk 
Please be as concise as 
possible and attach your full 
name, address and telephone 
number. 

Bus service is 
letting down 
its rural users 

Sir, I wonder if Burtons Coaches could 
consider putting extra buses on for 
market days between Mildenhall and 
Newmarket. 

The journey encompasses many villages 
and on market days passengers are left 
behind as early as Red Lodge. Even if 
this does not occur, there are always 
standing passengers - many of them 
elderly. 

The worst times are 9.20am and 10.15am 
from Mildenhall and people tend to 
switch around these times to find the bus 
most likely to allow them to make the 
journey. 

Alternatively, could a larger bus be 
allocated? It is a shambles at present, 
with would-be passengers left at country 
stops. There is little use in having a free 
bus pass if it proves impossible to use on 
market days. 

Zoe Finn 
Kingsway 
Mildenhall 


Village shop burgled 

CIGARETTES, tobacco and cash have 
been stolen from a shop. 

A lock was forced when the break-in 
happened at the shop in Eriswell 
Road, Beck Row. 

Anyone with information about the 
raid, which happened between 6pm 
and 7pm on Thursday, January 24, 
should call Pc Jonathan Waller at the 
Lakenheath and the Rows Safer 
Neighbourhood Team on (01284) 
774100 or Crimestoppers on 0800 
555111. 


■ THIS week’s photograph, from 
our archives, shows a local sports 
team in action. 

Do you know where and when this 
picture was taken? Or do you know 
any of the people shown? 


Send your answers to: Memory 
Lane, Newmarket Weekly News, 
15 High Street, Newmarket, 

CB 8 8 LX by Tuesday morning. 


Picture 458104: 



■ LAST week’s photograph, from our archives, showed the 
opening of Reach Fair in 1976. Picture: 453825 . 
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I JUST DON'T BELIEVE IT- 


■ GENEROSITY 


Convoy’s 
£500k of 
help for 
horses 


A CONVOY of 
horseboxes carrying 
donations worth 
around £500,000 
passed through 
Newmarket at the 
weekend. 

The lorries were 
carrying tack and 
other items for 
charities which are 
looking after some 
of the 80 horses 
rescued from a 
Buckinghamshire 
farm earlier this 
month. 

The convoy of 30 
lorries gathered at 
Tattersalls, the 
racehorse 
auctioneers in 
Newmarket, before 
setting off for two 
charities based in 
Norfolk which have 
given temporary 
homes to some of 
the horses. 


Half the lorries went 
to the International 
League for the 
Protection of Horses 
at Snetterton and 
the other half went 
to the Redwings 
horse sanctuary in 
Norfolk. 

Donations were 
collected as part of 
Operation Esther, a 
group set up by 
members of the 
Horse and Hound 
online forum in aid 
of charities involved 

... Julie Magnus and Michelle Mortimer with some of the donations. in rehousing the 

Picture: David Johnson 458954. animals. 


| TRADE ENQUIRIES, 
UNDERGROUND, 
FASCIAS, SOFITTS, 
GUTTERING, 

| WINDOWS, DOORS, 
CONSERVATORIES, 
PLUMBING. 


We will NOT be beaten on price, product or service 

Central Plastics Design 


Unit 8 The Dock • Ely • Cambs 

TEL: 01353 662331 


FENSA 




5 WINDOWS and a 
FRONTDOOR 


EDWARDIAN 

CONSERVATORY 

3m x 3m inc base & fitted 


VAT 


r-Z—, 

y size conservatory can be tailor m 
AT A PRICE YOU CAN AFFORD 


me 

VAT 


from 


FRONTDOOR I Ex display FREE GUTTERING 

(more than 80 designs) j JJQ'J’ yjJB | WHEN YOU PURCHASE 


WAS £3500 
jFjyy NOW £1750 


WHITE UPVC 
REPLACEMENT FASCIA 
& SOFFIT BOARDS 


We will not be beaten on price, product or service 

Visit our Showsite Trade 

Ley Brook 01353 860633 

Sharmans Garden Centre Camel Road, Littleport CB6 1EW 




FENSA 


Legal threat 
by travellers 


A COUNCIL is set 
to press ahead with 
its direct action to 
move travellers on 
from an “illegal” 
site - despite the 
threat of a restrain¬ 
ing order by soli¬ 
citors acting for the 
families. 

Forest Heath District 
Council is intending to 
move travellers from a 
site at Beck Row, near 
Mildenhall, which was 
set up without permiss¬ 
ion nearly two years 
ago. 

The council went to 
the High Court and got a 
legal order to stop work 
on the site with the 
threat of jail for anyone 
breaking the order. 

The travellers later 
applied for planning 
permission. But their 
application was turned 
down and they later lost 
an appeal against the 
council’s decision. 

A planning inspector, 
who ruled that the site 
was “profoundly detri- 


BY John Goode 

Email: editorial 
newmarketweeklynews.co.uk 

mental” to people living 
in the area, gave them 
three months to move. 
But the deadline passed 
in November and five 
families are continuing 
to live in caravans on 
the site. 

They have argued that 
they bought the land 
and just want to be left 
to live in peace. 

Now solicitors acting 
for Thomas McDonald, 
and the other travellers 
living on the site, have 
told the council that 
they may ask for a 
judicial review to pre¬ 
vent direct action from 
going ahead. 

The Buckingham¬ 
shire-based solicitors, 
Bramwell Browne 
Odedra, has argued that 
there are no pitches 
available on the “off¬ 
icial” gypsy site at 
Sandy Park in Beck Row, 
although the families 
would be willing to go 
there. 


A report to the coun¬ 
cil’s planning comm¬ 
ittee, which was due to 
meet yesterday, shows 
that there are vacant 
plots at Sandy Park and 
the county traveller 
liaison officer has found 
two other sites in 
Suffolk where the fam¬ 
ilies could move. 

Council housing 
officials have also 
offered the families 
temporary accomm¬ 
odation on the grounds 
of homelessness. 

The council has 
already contracted a 
national firm of bailiffs 
that specialises in 
clearing unauthorised 
traveller sites and up 
£100,000 has been 
earmarked for the job. 

No date has so far 
been set for the bailiffs 
to move in and clear the 
site. 

But if councillors 
accept the report from 
their officials and agree 
to press ahead with 
direct action, it could be 
soon. 


Spate of motor vehicle thefts 


A QUAD bike together with a motor¬ 
cycle and a moped have been stolen in 
a spate of thefts on the same housing 
estate. 

The thefts all took place on 
Mildenhall’s College Heath estate. 

A red Honda moped, registration 
D858 BPV, was stolen from a garden in 
Newnham Close between 10.30pm on 
Friday, January 18, and 11am the 
following day. Damaged parts from the 
moped were later found in nearby 
woods. 

A black XGJAO motorcycle, reg¬ 


istration AY07 GUO, was stolen from a 
car port in Clare Close between 6pm 
on Sunday, January 20, and 8.15am the 
next day. 

It had been secured with a steering 
lock and a chain. 

A red and black Colt Aon 50 quad 
bike was stolen from a garden at 
Gonville Close, Mildenhall, between 
3pm and 11pm on Monday, January 21. 

Anyone with information about the 
thefts should contact the Mildenhall 
Safer Neighbourhood Team (01284) 
774100 or Crimestoppers (0800) 555111. 
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All leading brands 
of electrical items 


Replacement 
door service 


] BOSCH | 

,s^ hen < 


Made especially for you 

Made to measure service 

40 different door designs including 
traditional or modern 

43 different colours 

Can provide supply only 
or fully fitted 

Visit www. excalibur-kitchens. co. uk 
to see the full range available 


The Kitchen Magician is giving you an opportunity to good to miss 


H Hotpoint 


PLUS DELIVERY 


tel: 01480 477200 


WE ARE MORE THAN JUST KITCHENS VISIT OUR SHOWROOM • OPEN MONDAY TO SATURDAY: 10.00AM - 5.00PM 



AEG 

Cann6n 

Sarena 

QinDesiT 

BLANCO 
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USAF medic 
accused 

AN American Air 
Force officer accused 
of indecently 
assaulting a 10-year- 
old girl is facing a 
court martial. 

Major Brandon 
Smith, a medic at the 
Lakenheath base, is 
also accused of 
conduct unbecoming 
an officer by making 
unwanted advances 
to women service 
personnel. 

In addition he is 
alleged to have 
physically assaulted 
three enlisted 
airmen. 

Details of the 
incidents, alleged to 
have happened last 
July, have been given 
at a preliminary 
hearing at the base. 

No date has been set 
for the court martial. 

Car stolen 
from layby 

A BROKEN-down car 
has been stolen from 
a layby on the A14. 

The red Mazda 
Xedos, registration 
N718 JKX, was stolen 
from the layby close 
to the A142 junction 
at Newmarket 
between 3pm on 
January 9 and 9am 
on Tuesday, January 
15. 

Anyone with 
information should 
call Pc Gavin Brown 
at Newmarket Police 
on (01284) 774100 or 
Crimestoppers on 
0800 555111. 



■ ITS A HERD LIFE ... the new residents move in to Chippenham Fen reserve where they can enjoy the peace and tranquillity. 


Ideal home for more 
water buffalo to roam 


EXTRA help has been brought 
in to improve the maintenance 
of a national nature reserve. 

Three additional Asian water 
buffalo have joined an existing herd of 
six at the Chippenham Fen reserve 
near Newmarket. 

The animals, which are used to 
damp conditions in the Far East, make 
an unusual sight in the Cambridge¬ 
shire fen where their presence helps 
rare native plants to thrive and 
reduces the need for humans to cut 
down scrub and undergrowth. 

Natural England, which manages 
the 250-acre reserve, originally 
introduced the buffalo in July 2001. 

Although the animals can weigh 
around a tonne in the wild and have 
large horns, Natural England bosses 


BY John Goode 

Email: editorial@newmarketweeklynews.co.uk 


say they do not pose a threat to human 
visitors as long as they follow the 
signed paths. 

In fact, the buffalo are out of sight 
for much of the time in a fenced-off 
area of about 100 acres where they 
graze on the toughest vegetation and 
break up scrub with their horns. 

Kevin Warrington, reserve manager, 
said: “We are really pleased with the 
buffalo and the effect they are having 
on the various habitats in the reserve. 

“They are managing an area of 
about 100 acres and reducing scrub, 
enabling rarer and less competitive 
plant species to thrive. 

“Because they are so adaptable, we 


hope to be able to promote their use on 
other sites. 

“We check them on average once a 
day. Each of the buffalo has its own 
personality, although they all enjoy the 
peace and quiet of the reserve.” 

Extremely wet conditions and poor 
quality vegetation mean ordinary 
cattle would have a tough time grazing 
in the fen. 

Chippenham Fen is home to 400 
species of wild flowers and 500 species 
of moths - including some of the 
rarest in the country. Rare birds also 
breed in the reserve, including nine 
species of warbler. 

The reserve has no car parking and 
can only be accessed via public 
footpaths. Access to certain parts of it 
requires a special permit from Natural 
England. 


Design your 
favourite park 
on a postcard 

CHILDREN and young people are being 
invited to design a postcard which 
captures their ideal park or open space 
as part of a council competition. 

Forest Heath District Council has 
launched its Park on a Postcard contest 
to invite artistic school children and 
young people to create a postcard 
showing the feature they would like to 
see in a park. 

They can use photography, graphic 
design, drawing or painting to make the 
postcard. 

Entries will be on display at Lark in 
the Park summer fair in Mildenhall on 
July 12 and the winning designs will be 
incorporated as a feature on the 
council’s website. 

Cllr Simon Flack, member champion 
for young people, said: “This is a 
fantastic opportunity for those living in 
the district to capture the best of Forest 
Heath’s parks and open spaces and have 
their say in developing open spaces for 
the future which everybody can enjoy 

“We want as many young people as 
possible to get involved and send us 
their designs. Be imaginative, be 
creative and get thinking. This is your 
chance for your favourite spot or design 
to get noticed with the winning designs 
featuring on real postcards which will 
help promote future events in and 
around our open spaces to local 
residents.” 

Park on a Postcard is open to three 
age groups: under nine years old, under 
13, and 13 years to 16. The winner will 
receive a bumper pack of arts materials 
for themselves and their school. 

Entries have to be submitted by 
February 29. They should be marked 
clearly with name, age, school (if 
applicable), address and telephone 
number and sent to Park on a Postcard 
Competition, Forest Heath District 
Council, College Heath Road, 
Mildenhall IP28 7E Y. 

For more information, call (01638) 
719295. 


Call to join charity 
at celebration ball 


LEADING disability charity 
Red2Green will celebrate its 
10th birthday with a black 
tie ball at Girton College on 
Saturday. 

The charity, based at 
Swaffham Bulbeck, has 
grown since it began in a 
tiny room at Bottisham 
Village College. 

Now with 45 staff and 70 
volunteers, Red2Green 
supports 600 clients across 
Cambridgeshire, including 
those with learning and 
physical disabilities, mental 
health problems and auti¬ 
stic related disorders. 

Staff from Napp Pharma¬ 
ceuticals have organised the 
event and raised money to 
help pay for it by running 
car boot sales and car 


washing days. They hope to 
raise enough money in 
advance to finance the ball 
so all profit from the ticket 
sales will go towards refurb¬ 
ishing Red2Green’s Options 
service which supports 
adults with more profound 
disabilities. 

Tor Docherty, the char¬ 
ity’s chief executive, said: 
“This is going to be such an 
exciting party for us. We 
would like to cordially 
invite the public to join us 
in celebrating the achieve¬ 
ments of Red2Green and all 
its learners over the last 10 
years.” 

Tickets are priced at £30 
and are available by visiting 
www.red2green.org or by 
calling (01223) 811662. 


Charges over drug farm 


POLICE investigating the 
discovery of a drug “farm” 
in a house at Red Lodge 
have charged a Vietnamese 
man. 

Van Long Nguyen, 28, of 
Havant, Hampshire, has 
been released on cond¬ 
itional bail to appear before 
magistrates at Bury St 
Edmunds on Thursday, 


February 7. He is charged 
with the production of 
cannabis and money laund¬ 
ering. 

Officers discovered nearly 
150 cannabis plants growing 
in the house in Gorse Close 
in July last year. 

Another man has already 
been jailed for illegal 
cannabis production. 


s \ ; > 

f audi-specialistsco.uk 

specialist suppliers of 

used Audi 


If you need your Audi, VW, Seat or Skoda servicing 
give us a call for a competitive quote 

We use genuine parts and carry out all services 
to the genuine service schedule 



PM nf Technologies 

SOFTWARE SOUTTIOKS 


Audi-Specialists now have the 
lastest technology in EngineTuning. 
We can now Remap your Engine ECU 
giving you more power and more fuel 
efficiency making your vehicle 
more environmentally friendly. 
You can make your lOObhp TDI 
into approx a 130bhp TDI 

RRP £599 

Our Price £399 

Also available: Miltek Exhausts , Nology Ignitions, EBC andTarox 
Brakes , KW Suspension and Alloy Wheels and Tyre Packages 

Audi Specialists Ltd 

40The Causeway • Burwell* Cambs CB25 ODU 

TEL: 01223 654500 


Fax: 01223 654501 • Email: sales@audi-specialists.co.uk 





Windows 

Doors 

Conservatories 

Fascias 

Fully installed by 
our own team 


OFFEI 

FREE Guttering with 
Fascia’s and Soffits. 
Doors & Windows - 
FREE door with orders 
over .£3( 


FREEPHONE 
0800 389 7806 

Unit 1, Homers Lane, High Street, 
Castle Camps, Cambridgeshire, CB1 6SN 


IFENSAI 

REGISTERED COMPANY 
Reg No 12419 


©FVJ 
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Players prepare for traditional 
panto fun with a local flavour 


IT’S pantomime time in 
Mildenhall. 

The Bunbury Players will be 
staging Dick Whittington for five 
nights during the school half- 
term between February 12 and 
16. 

For the first time in a number of 
years, the players are having a 
performance on the Saturday 
evening. 

The script was written by 
committee member Bobby 
Mather. 


He said: “I wrote the script with 
the group in mind, making it 
more personal for Mildenhall.” 
As well as traditional villain King 
Rat, the panto includes an 
appearance by Daisy, the tap- 
dancing and milkshake 
producing cow. 

Songs include: These Boots are 
Made for Walking , My Way , 
Teenager in Love and 
Downtown. The director is 
Lesley Morley and musical 
director is Ken Newman. 


Tickets for the performances, at 
the Jubilee Centre, are £6 
adults, £5 OAPs and £4 
children. There is also a family 
ticket (two adults and two 
children) for £18. 

Tickets are available from the 
Card Boutique, Market Place, 
Mildenhall, and Oasis Beauty, 
Mill Street, Mildenhall, or by 
calling the box office on (01638) 
552330 or email to reserve 
tickets at bunburyplayers@ 
aol.com 



OAP has her 
purse stolen 

A PENSIONER’S 
purse was stolen as 
she shopped in a 
discount designer 
clothes store. 

The victim, a woman 
in her 70s, was jostled 
in a lift by three 
women in 
Newmarket’s TK 
Maxx store in the 
High Street. 

Shortly afterwards 
she realised her 
purse, containing 
around £20, had been 
stolen. 

The women followed 
her into the lift and 
pushed past her when 
the doors opened. 

They are said to have 
been of East 
European appearance 
and were in their late 
teens or early 20s. 
They were all 
between 5ft 2in and 
5ft 4in tall with dark 
hair. One was 
wearing a cap, 
combat trousers and 
black boots. The other 
two were wearing 
casual clothing. 

Anyone with 
information about the 
incident, which 
happened between 
11.50am and 12.10pm 
on Monday, January 
21, should call Kevin 
Green at Newmarket 
Police on (01284) 
774100 or 
Crimestoppers on 
0800 555111. 



Trial Offer 


Get a copy of the Cambridge Evening News 
delivered to your door 6 nights a week for 
only£1 per week! 

(al 2p delivery charge applies) *Offer applies to new customers only. 


To find out more about home delivery, either 
call our team on Freephone 

0800 389 5351 

or complete this coupon and return to the 
address below: 


CAMBRIDGE EVENING NEWS TRIAL OFFER 


Bid to protect roof 
from lead raiders 



■ FIGHTING BACK ... Pat Chalmers shows off the new, lockable bollards. 

Picture: Keith Heppell 458707. 


BY John Goode 

Email: editorial 
newmarketweeklynews.co.uk 


CHURCH leaders are 
taking action to deter 
thieves who have strip¬ 
ped lead worth more than 
£1 million from roofs in 
the past year. 

Special forensic liquid, which 
leaves a trace on hands and 
clothes, has been applied to lead 
on the roof of St Mary’s 
Church, Burwell. 

Telescopic bollards are also 
being installed to stop vehicles 
getting close to the church 
building. 

Churchwarden Pat Chalmers 
said: “It’s sad that we have to do 
these things, but it’s worth 
spending the money to avoid 
losing even more. It’s not just 
the cost of the lead, it’s the 
damage that is caused as well.” 

The centuries-old church is 
one of the few in the area to 
have avoided the attention of 
the lead thieves. It is thought its 
situation in the middle of the 
village, and its regular use, 
have helped to deter thieves. 

But Mrs Chalmers said it was 
worth taking precautions as 
suggested by Ecclesiastical 
Insurance. Notices have been 
put on the church warning that 


the lead and other valuables 
have been treated with forensic 
fluid. 

The fluid has also been used 
at the associated church of the 
Holy Trinity in Reach. 

Work is in progress to install 
the lockable bollards which can 
be lowered for weddings, funer¬ 
als and whenever vehicles need 
to get to the church or the 
Guildhall, in its grounds. 

Mrs Chalmers said the work 
was costing “several hundred” 
pounds - much less than the 
cost of repairs if the lead was 


taken. The church has a £1,000 
excess on its insurance which it 
would have to pay itself. 

Last year the Bishop of Ely, 
the Rt Rev Dr Anthony Russell, 
wrote to Cambridgeshire’s 
Chief Constable Julie Spence to 
express concern about the 
thefts which have hit more than 
30 churches. 

Affected were churches at 
Wicken, Fen Ditton, and Quy, 
where £20,000 of damage was 
caused to the organ when water 
leaked into it after lead was 
stolen from the roof. 
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Drink-drive case papers bought 


MP backs campaign 

AN MP is supporting a campaign 
which links obesity with the risk of 
cancer. 

Richard Spring, whose constituency 
includes Newmarket and Haverhill, 
had his body mass index (BMI) 
measured at an event organised by 
Cancer Research UK in the Houses of 
Parliament. 

He said: “I’m really concerned that 
many people are not aware that 
changes to their diet and maintaining 
an active lifestyle could improve their 
health and reduce their risk of 
developing cancer. 

“I learnt a lot talking to Cancer 
Research UK experts and would 
encourage people to visit the charity’s 
website - www.reducetherisk.org.uk- 
to find out more information.” 


A MYSTERY shopper’s bulk¬ 
buying bid denied readers of 
our sister paper the Cambridge 
News the chance of seeing a 
front-page report about a drink- 
driver who drove off with only 
three wheels on her car. 

Copies of the paper were 
snapped up at a number of 
outlets across Newmarket 
including Tindalls and the 
Weekly News office in the High 
Street where a young man 
visited the office twice to buy 
all available copies of both 
editions. 

When asked, he would not say 
why he wanted so many papers. 


Supermarket shelves at 
branches of Waitrose and Tesco 
in the town were also emptied of 
copies of the News by early 
evening. 

The edition carried a report 
about Christine Hall, a 53-year- 
old mother of three children, 
who admitted drinking, driving 
and failing to stop after a 
collision. 

The story was also carried on 
the front page of the 
Newmarket Weekly News last 
week. 

Hall had downed nearly a 
whole bottle of wine before the 
crash in Fred Archer Way, 


Newmarket, at 2pm on Thurs¬ 
day, January 10, magistrates at 
Bury St Edmunds heard. 

She drove on with just three 
wheels on her Jaguar car in the 
busy town centre until she was 
stopped by a police officer about 
300 yards from the crash, which 
involved two cars. 

Hall, of The Street, Worling- 
ton, was warned she could be 
jailed when she appears in 
court for sentence on February 
19. She has been given an 
interim driving ban. 

The identity of the buyer is 
not known. Hall’s family could 
not be contacted. 


Jury set to hear case 

A MAN arrested after a police 
helicopter was called in to search 
an area of Newmarket has opted for 
a crown court trial. 

Josh Earwaker, 22, from Kenny Hill, 
near Mildenhall, faced charges of 
burglary, fraud, making off without 
payment and driving offences when 
he appeared before magistrates at 
Bury St Edmunds on Thursday. 

He was remanded in custody until 
today, after electing jury trial. 

The case is expected to be sent to 
Ipswich Crown Court. 

A police helicopter checked the 
Cheveley Road area of Newmarket 
last Tuesday after a car was 
reported stolen. A man was later 
arrested in Boleyn Walk. 



■ DIGGING IN ... residents of St John’s Avenue 
and councillors fighting plans to build on a former 
allotment nearby. 


Fears over 
allotment 
housing bid 

A HOUSING association boss has 
promised to review controversial 
proposals to build on former allotment 
land after listening to comments from 
people living nearby. 

Residents of the St John’s Avenue 
area of Newmarket are digging in to 
fight proposals by Kings Forest 
Housing to build on what was part of 
the town’s Crockfords allotments. 

The land, given up by the town’s 
allotment association at a time when 
there were empty plots on the site, has 
been earmarked for development. But 
a previous plan was dropped in 2004 
after opposition. 

The latest proposals to build 24 
“affordable” homes for rent or shared 
ownership in a £2.6 million scheme 
were put on show at Ditton Lodge 
Primary School opposite the site. 

Nearly 100 people visited the 
exhibition and the majority were 
opposed to the scheme, according to 
Coun Peter Cresswell, who represents 
the area on East Cambridgeshire 
District Council. 

But the housing association, which 
has stressed the need for affordable 
homes in the region in the light of a 
report about the rising cost of housing 
in the area, declared the consultation 
“a resounding success”. 

Richard Radcliffe, regional director 
of Kings Forest Housing said: “We will 
be reviewing the scheme in light of the 
responses we have received and the 
discussions we had. 

“Kings Forest is committed to 
meeting the housing needs of local 
people by developing schemes such as 
this and others in the area.” 

The association, which has built 
more than 300 new homes since taking 
responsibility for social housing in the 
Forest Heath District three years ago, 
has yet to submit a formal application 
for planning permission. 


YOUR LAST CHANCE 
TO BUY NOW AT 

SALE PRICES 

AND PAY IN 2009' 



HURRY 

CREDIT OFFER 

ENDS 

SOON 




ORDER NOW 

AND ENSURE 

SALE PRICES 

ON ALL 

SPECIAL ORDERS 


UPHOLSTERY • DINING • BEDS • BEDROOMS • CARPETS • CURTAINS • LINENS • GIFTS • COOKWARE • LIGHTING 



Sun 11am-5pm 


Glasswells 

WORLD OF FURNITURE 

Furst for fasMlov^ablt fU ha-IsM l ia-0s! 

Opening Hours: Mon-Thurs 10am-6pm, Fri 10am-8pm; Sat 9am-6pm; 


BURY ST EDMUNDS Newmarket Road (Just off the A14) 01284 752 804 


JO SEAT FAMILY RESTAURANT 
CFHUPRFN'S PLAyZLONF 
FRFF PARKIN^ FOR -ZOO CAR*S 



www.glasswells.co.uk 


Contract Furnishing 

01284 752 804 

peter.bailey@glasswells.co.uk 


* Nothing to pay for a year after 20% deposit. Orders over £500. Subject to status. Written details on request. Glasswells are licenced credit brokers. Offers for a limited period only. 
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Lithuanians in 
shock crime rise 


ALARMING new figures 
show arrests of Lithuanians 
in the region have rocketed 
sixfold in two years. 

The number of people from the 
Baltic country arrested for crimes 
ranging from drink-driving to 
murder has shot up since the 
expansion of the EU in 2004. 

In 2003, just 151 Lithuanians were 
arrested, and 188 the following year, 
figures obtained under the Free¬ 
dom of Information Act show. 

But in 2005 the number more 
than tripled with 662 arrests as the 
influx of migrants from countries 
in the expanded EU got going. 

Then in 2006, more than 901 



■ REASONS... Andrejus Piliavecas. 


BY Raymond Brown 

Email: editorial@newmarketweeklynews.co.uk 


people from the former Soviet bloc 
country were arrested by the 
Cambridgeshire force. 

Figures for 2007 only cover June 
to August, when 91 Lithuanians 
were arrested. 

The news comes as it was reveal¬ 
ed that Romanians are behind a £1 
billion crime spree in the UK. 

Andrejus Piliavecas, director of 
Lithuania’s Centre for Crime 
Prevention, spoke to the Weekly 
News from Vilnius about the rise. 

He said: “The crime rate in Lith¬ 
uania is not very high and is about 



■ CONVICTED... Daiva Hammond. 


average with other EU countries. 
The reason you are seeing an 
increase in Lithuanians commit¬ 
ting crimes in Cambridgeshire is 
because many young people go to 
England to get a job where they can 
earn five times as much. 

“But many cannot speak English 
and can’t find the job they expected 
so commit illegal acts to get money 
“Another reason is the people 
who started their life of crime in 
Lithuania are too well known to the 
police here so they go to places like 
Spain, the nordic countries and 
England to carry on there.” 

The shock figures add weight to 
Cambridgeshire Chief Constable 
Julie Spence’s continuing camp¬ 
aign for an extra £2 million to pay 
for 100 more officers. A police 
spokeswoman said she will be 
meeting Police Minister Tony 
McNulty in early February 
In June last year Lithuanian 
Dainus Kigas was burnt to death 
when someone threw a petrol bomb 
into his van while he slept in it by a 
roadside in Wisbech. 

His death, believed to be the 
result of a feud within the Lithuan¬ 
ian community, highlighted the 
growing international dimension 
to crime in a county that has 
absorbed 50 per cent of the migrant 
population in the East of England. 
Some new arrivals carry knives 



■ MEETING... police boss Julie Spence with the Lithuanian ambassador Vygaudas Usackas. 


because they are used to doing so in 
their native countries. Many drink 
and drive because they can get 
away with it more easily at home. 

Lithuanians have clocked up an 
11-fold rise in alcohol-related crime 
since 2002. 

Linus Pekarskas, a Lithuanian 
community support officer with 
Cambridgeshire police, said: 
“There is a problem with a lot of 
people from Eastern European 
countries drinking and driving. It 
is just a different culture.” 

Mrs Spence said immigrant com¬ 
munities from the new EU states 
had “different standards” from the 
UK. She said: “We can identify a 
significant rise in drink-drive, 
which was down to people thinking 
that what they did where they came 
from, they could do here.” 

Mrs Spence also said feuds 
between rival foreign gangs added 


to the cost of dealing with crime. 

In November, Lithuanian woman 
Daiva Hammond, of Minerva Way 
Cambridge, was convicted of shout¬ 
ing and taking a swing at an 
ambulance woman before pushing 
her and slapping her face. 
Hammond had been drinking. 

The number of crimes commit¬ 
ted by Lithuanians and other 
migrants prompted Mrs Spence to 
meet the country’s ambassador 
Vygaudas Usackas last October. 

Mr Usackas said: “We all clearly 
have a great deal of work to do to 
ensure closer relations and a har¬ 
monious existence moving 
forward.” 

Arrests of Poles have also risen 
dramatically, with 477 in 2006. The 
number of Romanians arrested in 
2006 was just 12 - a fraction of the 
901 Lithuanians. 
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Buckingham Palace & Clarence House 

V isit Buckingham Palace and this year for the first time ever you will see the 
Ballroom set up for a State Banquet with a breathtaking display of silver-gilt, 
fine porcelain and flowers - truly a sight to behold! You will also have the chance 
to visit Clarence House. 

Includes • Return coach travel • 1 night’s B&B at the central London 4^ Thistle 
City Barbican Hotel • Admission to Buckingham Palace, which includes The State 
Banquet exhibition • A guided tour of Clarence House • A short Royal London 
sightseeing tour • A visit to Royal Windsor (Castle admission available at a 
supplement) • The services of a Tour Manager 

Departs 15 August & 6 September 2008 from £ 99.95 


Portmeirion 

& Welsh Mountain Steam Rail 


E njoy a break in beautiful North Wales! Scenic beauty and 
steam-hauled nostalgia. 

Includes • Return coach travel • Three nights’ half-board accommodation at the 
Westminster Hotel • Entrance to Portmeirion • Single journeys on the Conwy Valley 
Railway & Ffestiniog Railway # A Tour Manager 

Departs 18 Apr, 30 May, 11 Jul, 5 Sept, 10 Oct '08 from £179 


Summer in Paris 

Flying direct from Luton 

T here’s no place in the world quite like Paris - nowhere quite so exciting, 
glamorous or beautiful, especially in the height of summer, when the ‘City of 
Light’, bathed in glorious sunshine, can be seen and enjoyed at its brilliant best. 

Includes • Return flights to Paris direct from Luton • Return airport to hotel 
transfers • Five nights’ B&B at the 2★ Campanile Berthier hotel in the 17th district 
• A guided city tour • A Seine River Cruise • The services of a Tour Manager in resort 

Departs 16, 23 July & 6,13 August 2008 from 


FOR BROCHURES & CREDIT CARD BOOKINGS CALL: 

0845 226 4488 ^ 

™ ^ NEWMARKET 

quoting Advert Code CEI\I (calls charged at local rate) Holidays 

Name..... 

Address . 

Post Code.Tel. 


OR YOU CAN BOOK ONLINE AT: 

www.newmarket.travel/cen 


For a brochure complete the coupon & send to: 
Newmarket Promotions Ltd, Freepost KT2720, 
Worcester Park, KT4 8BR (No stamp required) 

□ Portmeirion (Code: CEN PWM) 

□ Summer in Paris (Code: CEN PFL) 

□ Buck Palace (Code: CEN BHC) 

Organised by Newmarket Promotions/Air Holidays Ltd. ABTA V787X/V7812, AT0L Protected 2325, a company independent of Cambridge Newspapers Ltd. 
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WEEKLY NEWS 

Reader Travel Offers brought to you by your local newspaper 





BIG MUSICAL 
BIG COMEDY 

BIG HAIR! 


Monet’s Garden, 

Rouen & Paris 

V isit the Impressionist painter’s house and 
restored gardens in the charming 
Normandy village of Giverny* 

Includes • Return coach travel and Channel 
crossings • Three nights’ B&B breakfast 
accommodation at the three-star Mercure 
Hotel, Maurepas • A visit to Giverny including 
admission to Monet’s House & Gardens 
• A visit to Rouen & Paris • A Tour Manager 

From £ 149.95 

Departs April to October 2008 



STARRING MICHAEL BALL 
o MEL SMITH 


4* London 

Theatre Breaks 

A ll the magic of London’s Theatreland, 
plus a night in a luxury hotel! 

Includes • 1 night at the 4^ Thistle City 
Barbican hotel or (for a supplement) a choice 
of 2 other 4^ central London hotels • An 
evening ticket from a superb choice of top 
shows (Prices vary dependent on your choice 
of show, ticket category, date & hotel) 

Simply make your own way to the hotel and 
to the theatre in time for the show. 

From £ 59.00 

Departs February to May 2008 


FOR BROCHURES & CREDIT CARD BOOKINGS CALL: 

0845 226 4488 

quoting Advert Code CEI\I (calls charged at local rate) 

For a brochure complete the coupon & send to: 

Newmarket Promotions Ltd, Freepost KT2720, *;. Post Code 

Worcester Park, KT4 8BR (No stamp required) 


OR YOU CAN BOOK ONLINE AT: 

www.newmarket.travel/cen 

Name . 

Address. 


Tel 


□ Lake Garda (Code: CEN OVG) □ Prague (Code: CEN PZL) , ABTAj 

Organised by Newmarket Air Holidays Ltd. ABTA V7812, AT0L Protected 2325, a company independent of Cambridge Newspapers Ltd. 
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A14 improvements 
are still years away 


YOU’LL just have to wait. 

That’s the grim message from 
the Government to drivers on 
the traffic-choked A14. 

The man in charge of 
Britain’s roads network, 
Transport Minister Tom 
Harris, says the Highways 
Agency is doing “everything 
possible” to get the Road to Hell 
rebuilt quickly. 

But he is still insisting the 
start of work will be towards 
the end of 2010 - nearly three 
years and countless more 
accidents away 

His snub for long-suffering 
motorists came in the latest in a 
continuing exchange of letters 
between himself and South 
Cambridgeshire MP Andrew 
Lansley. 

Mr Lansley wrote to the 
Minister last year, demanding 
he set out a detailed timetable 
for the rebuilding of the A14. 

Mr Harris said that it was 
“unlikely” that work could 
begin before late 2010. 

The MP fired off an angry 
response, in which he described 
the Minister’s letter as “a litany 
of bureaucratic processes”, 
adding: “I must impress upon 
you that my constituents are at 
the end of their tether. It is over 
10 years since I raised the need 
for A14 rebuilding in Parlia¬ 
ment. 

“Barely a day goes by without 
roads around Cambridge 


BY Chris Elliott 

Email: editorial@newmarketweeklynews.co.uk 


grinding to a halt. Deaths, 
injuries and accidents on the 
A14 are, tragically, all too 
frequent. There are villages in 
my constituency which are cut 
off every time the road jams up. 

“I wish I had any piece of 
evidence that ministers are 
treating this with the necessary 
urgency.” 

Now, in his reply to that 
letter, Mr Harris repeats his 
statement that work is 
scheduled to start in 2010. 

He says: “The re-stating of 
the timescales follows a 
comprehensive review of the 
necessary activities to complete 
the statutory process as quickly 
as possible.” 

He says the Highways Agency 
had hoped some of the 
widening work on the northern 
bypass near Cambridge could 
have been carried out without 
the need for orders - legal 
sanctioning for construction to 
go ahead - but this was not 
going to be possible. 

Work on appointing a 
contractor for the scheme is 
“progressing well . . . with the 
appointment of a contractor 
expected early in 2008,” Mr 
Harris adds. 

He says: “The Government 
does fully realise the need for 
the road improvement and its 


pivotal role in supporting the 
economic and housing growth 
planned for Cambridgeshire 
and the wider area. 

“This is a challenging but 
realistic programme, but with a 
scheme of this size there are 
likely to be a number of 
stakeholders who do not see the 
need for the scheme in such a 
positive way as you or some of 
your constituents. 

“However, we will do 
everything possible to achieve 
these dates and where 
appropriate, exceed them.” 

Mr Lansley told our sister 
paper, the Cambridge News : 
“This is almost the same letter 
as I received from him before, 
only with the words in a 
different order. It’s like the old 
Morecambe and Wise sketch. 

“Ministers like Mr Harris 
just don’t seem to get it. They 
don’t understand they must do 
something to sort out roads like 
the A14.” 

He said a large section of the 
proposed new route of the A14 
had been known for “some 
considerable time”, and 
necessary survey work on it 
could have been done by now. 

He vowed: “Despite what the 
Government says, I will keep on 
badgering them at every oppor¬ 
tunity to get the A14 rebuilt 
more quickly.” 



Willingham Auctions 
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SALE THIS SATURDAY 
2 nd FEBRUARY 2008 
Commencing 10.00am 


Viewing: 

Thursday 31 st 10.00am - 5.00pm 
Friday 1 st 10.00am - 8.00pm 
From 8.30am on the morning of the sale 


A very interesting sale, briefly to include; 

Conservatory, Lloyd Loom style and outdoor furniture; an excellent 
selection of new furniture including leather and pine beds, several 
dining tables and sets of chairs; soft furnishings include three two seater 
sofas; electrical items - Zanussi and AEG washing machines and fridge 
freezers; JVC and Hitachi flatscreen televisions, AEG range ovens. 

Over 800 lots of antique furniture, paintings, porcelain and collectables - 
Five 19 th century dining tables; sets of chairs; four partners desks; chests 
of drawers; decorated satinwood workbox and side tables; a selection of 
clocks including five longcase clocks and a John Arnold cased watch. 

Of special local interest - A Cambridgeshire railway poster, 
paintings by F Fabbi and William Langley. 


View the full catalogue, with images, and leave bids online 

@ 

www.willinghamauctions.com 


Auction Cafe open for viewing and on sale day, serving light 
refreshments and homemade cakes 


Parking on site 

Our next sale will take place on Saturday 1 st March. 

Entries for this sale are now invited, auctioneers are always available to 
offer advice and arrange collection at modest cost. 
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PLASTICS LTD 

SUPPLIERS AND INSTALLERS 


LET THESE ANGELS SORT IT OUT! 


Tel: 01638 668400 
Fax: 01638 667106 

APT QUALITY, SUPPLIERS 
AND INSTALLERS 


• UPVC Hardwood Windows 

• Guttering • Underground Drainage 

• Conservatories • Fascias 

Unit 3 Goodwin Business Park, 
Ik 




MOBILE MOTOR 
SERVICES 


ON SITE VEHICLE 
SERVICING 
AND REPAIRS 


WE COME TO YOU! 

MOST MAKES CATERED FOR 



MOT preparation and failures work on cars and light vans. Also classic cars, 
especially Alfa Romeo. 

30 YEARS EXPERIENCE IN THE TRADE 
_ AS A FULLY QUALIFIED MECHANIC / TECHNICIAN 

*V 01638 720380 


ANY DIRT 

NO PROBLEM 


Commercial/Domestic Carpet 
Cleaning 

Competitive prices. 

Tel: 07876 135697 

cambridgeshirecarpetcleaning 


Visit our showroom and browse 
at our selections which can be tailored to 
your requirements. 

• Carpets • Curtains 

• Hard Wood Flooring 
• Rugs • Blinds 

Visit our showroom 

Peterhouse, 1 Hammond Close, 
Newmarket, Suffolk CB8 OAZ 

Telephone 01638 663736 


UUt 


Email: info@cambscc.co.uk 
www.cambscc.co.uk 



PLASTERER 

30 years experience 

• Plastering 
• Coving 

• Rendering 

• Free Estimates 

No Job Too Small 

Phone Dave 

01638 716476 / 07887 483 509 




Attention to Detail • High Standards 
Reliable & Hard Working 

Daily Housekeeping • Regular Domestic Cleaning 
• One-off Domestic Cleaning 
• Carpet & Upholstery Cleaning 

Tel: 07795 247961 or 
07887 743445 

www.trianik.co.uk 
nikki@trianik.co.uk 


L J Fuller 

General Building 
& Maintenance 


77 Ness Road, Burwell, Cambridge CB5 ODA 


Tel: 01638 743369 
Mob: 07733 101189 


MLTAfKR 






PAINTING & DECORATING 
PROPERTY REFURBISHMENT 

INTERIOR & EXTERIOR 
COMMERCIAL & DOMESTIC 

CALL 01638 742284 
or 01223 311119 

^ 8 Scotred Close, Burwell 


- NEWMARKET - 


WEEKLY NEWS 

For all your 
advertising needs call 

01638 662581 





Aft. 
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SAFFRON 

•WALDEN- 

LAUNDRY 


| KJC Garden Services 

0 Grass cutting / weeding / fencing 
Hand made gates / all work guaranteed 
General garden clearing / Fully insured 
Portfolio available 

Also specialising in rental properties 

Ask for Ken on: 01638 568728 
Or 0771 3133314 

www.kjcgardenservices.blogspot.com 


• Dry Cleaning • Laundry • Curtain Cleaning • Linen hr 
• Repairs & Alterations • Duvet Cleaning 
• Suede, Leather, & Wax Garment Cleaning & Repair 
Retailers of Household Linens, Towels, Duvets & Pillowcases 1 

21, The Guineas Centre, 

Newmarket. 

Tel: 01638 561696 

Also at: 

15 The Traverse, Bury St. Edmunds. 

Tel: 01284 724077 
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House prices 
Svill keep rising’ 


YOUNG people 
wanting to buy a 
house in the New¬ 
market area would 
need to be earning 
more than £55,000 a 
year to get on the 
property ladder, 
according to new 
research published 
this month. 

The National Housing 
Federation has predicted 
that prices will continue 
to rise, despite the current 
economic climate. 

The Federation’s camp¬ 
aign Hometruths “East of 
England: The Real Cost of 
Housing 2007-2012” warns 
that prices in the region 
are set to rise faster than 
anywhere else in the 
country 

In the past 10 years 
prices have trebled and, 
even at the cheapest end 
of the market, homes cost 
seven-times median reg¬ 
ional incomes. Banks and 
mortgage companies gen¬ 
erally lend five times 
salary 

Rented homes are also 
becoming harder to find. 
For every two “social” 
homes for rent built in the 
region last year, one 
existing home was lost 


BY John Goode 

Email: editorial© 
newmarketweeklynews.co.uk 


when tenants exercised 
their “Right to Buy”. 

Gina King, National 
Housing Federation’s 
head of region, said: 
“With house prices in the 
region set to rise faster 
than anywhere else in the 
country over the next five 
years, we face an unhappy 
prospect of longer wait¬ 
ing lists, more overcrowd¬ 
ing and more adult 
children unable to move 
away from the parental 
home. 

“Figures tell us that 
high demand from a fast- 
growing population, and a 
continued under-provis¬ 
ion of new housing 
supply will maintain 
pressure on an already 
over-inflated housing 
market, and this will 
mean that house prices 
will inevitably keep on 
rising. 

“Overall, housing 
supply is running 25 per 
cent below the level 
required, while social 
housing provision is only 
half what it needs to be. 

“We welcome the recent 
Government announc¬ 
ement of £712 million for 
new housing investment 


in the region. We recog¬ 
nise that this will produce 
an average of 8,000 social 
homes a year to 2011, but 
it still represents less that 
75 per cent of the homes 
needed.” 

The gloomy housing 
market predictions were 
made public as King’s 
Forest Housing consulted 
residents in Newmarket 
about controversial plans 
to build 24 “affordable” 
homes on former allot¬ 
ment land off St John’s 
Avenue, Newmarket. 

Nearly 100 people - the 
majority opposed to the 
scheme - attended an 
exhibition of the plans at 
Ditton Lodge Primary 
School, opposite the site. 

People living in the area 
say the £2.6 million 
scheme is out of keeping 
with the area and would 
add to traffic problems. 

But King’s Forest said 
the consultation was “a 
resounding success”. 

Richard Radcliffe, reg¬ 
ional director of King’s 
Forest Housing said: “We 
will be reviewing the 
scheme in light of the 
responses we have 
received and the discuss¬ 
ions we had.” 




apt PLASTICS LTD 

SUPPLIERS AND INST**® 

TRADE 
COUNTER OPEN 
TO THE PUBLIC 


(01638 668400 ) 

Unit 3 Goodwin Business Park • Newmarket • Suffolk 


• PVC-U Windows/Doors 

• Conservatories 

• Porches 

• Carports 

€ Fascias and Guttering 

• Underground drainage 

• Supply or supply and fit! 


for the complete 
installation service 
carried out by our own 
experienced teams 

Showroom open: Mon-Fri 7.30-4.30pm Sat 8am-12pm 


Luxury retirement homes plan resubmitted 


A DATE has been set for a pub¬ 
lic inquiry into controversial 
plans to build a luxury retire¬ 
ment complex. 

People living at Balaton 
Place, off Snailwell Road, 
Newmarket, are opposing plans 
to build the complex on a 
paddock next to their homes. 

But English Courtyard Devel¬ 


opments has appealed against 
Forest Heath District Council’s 
refusal to grant planning per¬ 
mission. 

A new, but identical, appli¬ 
cation for planning permission 
is still being considered by the 
council. Members of the plan¬ 
ning committee have indicated 
that they intend to refuse per¬ 
mission for a second time. But 


the council’s planning experts 
have said they feel the scheme 
is now acceptable. 

A planning inspector is due 
to hear the appeal on Wed¬ 
nesday, March 5, at the 
council’s headquarters in 
Mildenhall. The hearing may 
be cancelled if the council 
changes its mind and grants 
planning permission. 


( MILDENHALL] 

FARMERS’ 

MARKETS 



The next farmers’ 
markets will be: 

13th February 

12th March 
14th May 
16th July 
24th September 

8.30am - 2pm 

Mildenhall Market Place 


• Local produce for local people 

• Organic produce available 

• Talk directly to the producers about how 

the food you eat is grown, reared or produced 


• Pick up useful tips on how to prepare and 
cook what you buy 


For more information contact 
Forest Heath District Council 
on 01638 719000 or 
www.forest-heath.gov.uk 



Forest Heath 


Disrnct Cowno 
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"With great deals available on lots of our products why not package them together to get 
even more for your money! Here are some examples but feel free to mix and match" 


Entertainment Package 



SONY 40" 

HD Ready LCD TV. 

Integrated digital tuner. 

Full HD resolution 
Model: KDL40V3000 
No deposit and 36 equal 
monthly payments at 

JUST £43.56* 

PER MONTH 

(19.9% APR typical.) 
Or buy in cash for £1199.99 


add A SONY 20" white HD-ready 
LCD TV** 

Model: KDL20S3020 

FOR ONLY AN EXTRA 

£7.25 per month* 

(or £199.99 cash) 



(other colours available) 


add A SONY DVD Recorder 
Model: RDRGX350 

FOR ONLY AN EXTRA 

£4.71 per month* 

(or £129.99 cash) 



add A SONY HI-FI System with 
DAB Digital Radio, CD, & USB 
Port 

Model: CMTBX7DAB 

FOR ONLY AN EXTRA 

£7.25 per month* 

(or £199.99 cash) 



add A SONY DAB Digital Radio 
Model: XDRS20W 

FOR ONLY AN EXTRA 

£3.27 per month* 

(or £89.99 cash) 




add A SONY 7.2 Megapixel 
Camera. 2.4" LCD Screen 
Model: DSCS730 

FOR ONLY AN EXTRA 

£3.63 per month* 

(or £99.99 cash) 


*CREDIT BASED ON 36 MONTHLY 
INSTALLMENTS AT 19.9% APR. NO DEPOSIT 

(subject to status) Full details on request. 

**Special offer - only one per customer at this price when 
purchased with qualifying TV 


CMtaHm 50 our cusfowevs l 

mcculloch 



Mrww.andrew-mcculloch.co.uk 1958 - 2008 

Better Value than you bargained for ... 

MANUFACTURERS GUARANTEE APPLIES TO ALL TTEMS • FREE DELIVERY • FREE INSTALLATION 
REMOVALS RECYCLING OF OLD PRODUCTS (small extra cost) • BUY NOW PAY LATER scheme also available 


Cambridge Branch 

Only domestic appliances stocked 


Arbury Branch 

Home entertainment & domestic appliances 


Sawston Branch 

Home entertainment & domestic appliances 


11 Nuffield Road 
Cambridge CB4 1TF 

FREE PARKING 


/\ 'ij 

44 Arbury Court 
Cambridge CB4 2JQ 

FREE PARKING 

Photoshop 

/ > 

/ % f 

80 High Street 
Sawston 
(5 mins from 

iSi 


2 Arbury Court 
Cambridge CB4 2JQ 

FREE PARKING | 

junction 
lOof Mil) 

FREE PARKING 

/ 


We 1 are 

sky 

agents / 


Hi 





X 


SKY SPORTS 


^■LiJ 


CENTRE 
sky movies 


FREEPHONE 0500 600 873 


FREEPHONE 0800 3890324 FREEPHONE 0500 600 873 enquiries@andrew-mcculloch.co.uk 
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WEEKLY NEWS 


Freetime 



IF you are planning an event let us 

1 

know. Call Nik Shelton on (01223) 


434429, fax details to (01223) 


434415 or email nik.shelton@ 


cambridge-news.co.uk 


Time’s running out for aspiring bands 


Four laughs 

THE Jesterlarf Comedy 
Club returns to The 
Junction in Cambridge 
tomorrow with circuit 
favourite Micky 
Flanagan. 

He has been performing 
stand-up for 10 years 
and was recognised at 
last year’s Edinburgh 
Festival when his first 
solo show was 
nominated for the 
If.comeddie Award. 

Also on the bill are 
Andrew Lawrence, 
Welsh funnyman Wes 
Packer and quick-fire 
gagman Jeremy 
O’Donnell. 

The show starts at 9pm. 
Tickets are £11 and 
include free entry to 
Boogie at The Junction. 
To book tickets call 
(01223) 511511. 

Tenor wanted 

LOCAL amateur 
dramatic group the 
Festival Players is on 
the look-out for an actor 
to fill the shoes of The 
Scarlet Pimpernel. 

The group is staging the 
musical at Cambridge’s 
Mumford Theatre in 
June but can’t find a 
strong tenor voice to 
play the swashbuckling 
hero. 

To take up the challenge 
phone director, Suzanne 
Emerson on 07748 981 
452. 

No show 

POP starlet Natasha 
Bedingfield has 
cancelled a show in 
Cambridge for the 
second time. 

The chart star was due 
to play at the Corn 
Exchange on February 
22 but has blamed her 
US label, which insists 
she stays there to 
promote her album, 
Pocket Full of Sunshine. 
All tickets for the UK tour 
will be reimbursed. 


THE deadline is 
looming for local bands 
to get their demos in to 
the all-new Cambridge 
Band competition. 

The competition is 
being relaunched and 
is moving from The 
Junction to the 


Graduate, with the final 
in May being held at 
the Cambridge Corn 
Exchange. 

Prizes include £500 in 
cash, free recording 
time in a studio, a 
headline slot at the Big 
Day Out event on 


Parker’s Piece in the 
summer and a 
professional band 
photo shoot. 
Application forms are 
available from the Corn 
Exchange website at 
www. cornex. co. uk or 
phone (01223) 457555 


to have one posted out 
to your band. 

The deadline for entries 
is 5.30pm on Friday, 
February 15, and all 
entries should include 
a current CD of two or 
three songs, a photo 
and band biography. 


Follow these steps 
and pl ay it straight! 

By Shelton 



CAST members are being 
put through their paces in 
an adaptation of Alfred 
Hitchcock’s classic thriller, 
The 39 Steps, at the Arts 
Theatre next week, where 
just four actors will play 
more than 100 parts. 

Writer Patrick Barlow has turned 
the 1930s spy movie into a hit 
comedy stage show, which has 
picked up widespread acclaim on 
the West End. 

He chose to dispense with the 
original John Buchan novel and 
instead takes all his inspiration 
from Hitchcock. 

“The book is nothing like the film,” 
he explains. “It has a character 
called Richard Hannay in it, it has 
a dead body at the beginning and 
it has an escape across the 
Highlands but that’s literally it. 
“And then there’s a lot of humour 
in that whole way of talking, the 
very high-pitched, clipped accent 
of the time. It is hilarious now but 
of course they didn’t see it as 
funny back then.” 

Patrick is known to many for his 
pompous thespian alter ego 
Desmond Olivier Dingle, director 
of the National Theatre of Brent, a 
spoof two-man theatre company 
which attempts to put on epic 


stories with hilarious results. 

He used his experiences of 
putting on grandiose stories with a 
tiny cast when he tackled The 39 
Steps. 

“They came to me with the idea of 
The 39 Steps being done by four 
actors, that was all the brief I got. 

“I find it very amusing seeing one 
person trying to play lots of 
characters -1 think it’s comedy 
gold. The trick is to play it very 
straight and try not to be too 
obviously funny. 

“You want the audience to be 
thinking, This is ridiculous, there’s 
only two people up there’, but at 
the same time you want them to 
be gripped by the plots and that’s 
when it really works.” 

After its success on the West End, 


the show was picked up by an 
American producer and recently 
had its opening night on 
Broadway, a nerve-wracking 
experience for Patrick. 

“It’s an insane world out there. 
There’s one rave review you have 
to get to make it work and that’s 
the New York Times. 

“There was this moment after the 
first night when we all went to an 
after-show party and at midnight 
they brought the review in and 
read it out - it was an absolutely 
silent room. 

“But it was rave review and they 
said it was marvellous.” 

The 39 Steps opens on Monday 
and runs until Saturday, February 
9. Tickets are £10-£27. To book 
call (01223) 503333. 


Crossword 


2048 


Across 

I. Not knowing girl with 
china goods. (7) 

4. Graduate goes by 
infantile description. (4) 

6. To sum up about this 
place, got stuck. (7) 

9. Game played by saint in 
charge of the country. (6) 

II. Warning about beer, 
right? (5) 

12. Put your car by "The 
Trendy Teacake". (6) 

15. Does it irritate, this 
implement? (6) 

18. Chop up food a little 
time before church. (5) 

19. Bring to the ground 
with fishing equipment. (6) 
21. Made less 
revolutionary around 
Mussolini. (7) 

23. Town described partly 
as in an anagram. (4) 

24. Captain who exercises 
with rope? (7) 


Down 

1. Confronted with having 
to be in close contact. (2, 

7) 

2. Accomplish bill, ending 
initially in bee’s place. (7) 

3. Whisky from river by you 
once? (3) 

4. Artists rub up against 
the college treasurer. (6) 

5. Island set up one 
chemist’s workshop. (4) 

7. A rodent, the Spanish or 
African honey badger. (5) 

8. Let go of the medic at 
work. (4) 

10. Prisoner gentle with 
one who strives. (9) 

13. Gunner turns up at sea 
provided with weapons. (5) 

14. Wild flower in royal 
drinking vessel. (7) 

16. State of the old aircraft. 

( 6 ) 

17. We’re having to change 
jug. (4) 

20. Silver has to go up, 
making us excited. (4) 

22. Deer knocks over the 
French Knight. (3) 



■ Solution to 2047 -Across: 1 Carp, 7 Marrow, 8 Type, 10 Inn, 11 Abraham, 12 Mix, 13 Sited, 17 Adore, 19 Lip, 21 Angered, 22 Ass, 23 Step, 25 Sanest, 
26 Spur. Down: 1 Catch, 2 Rap, 3 Barred, 4 Orchard, 5 Swimmer, 6 Annexe, 9 East, 14 Impasse, 15 Elegant, 16 Please, 17 Arrest, 18 Odds, 20 Taper, 24 Tip. 



Y* Aries Mar21 - Apr20 


Keeping your head down and 
getting on with business isn’t 
an option. You’ve got to get 
involved with a new cause or 
project. If you don’t speak up, 
you could lose control and 
find yourself at the beck and 
call of others. 

To hear more call 0905 232 6057 
& Taurus Apr2l - May2l 

You could be unexpectedly 
thrust into the spotlight. 
Although you hate public 
attention, it will be gratifying to 
get recognition for your talent. 
A friend may ask you to join 
them on a journey. It could 
mean making travel plans. 

To hear more call 0905 232 6057 
XT Gemini May22 - June22 | 

A quest for wisdom and truth 
could prompt you to break 
away from your old routine. 
Applying to university, 
changing jobs or taking up a 
new interest are possible. 
Friends will be surprised but 
don’t let them put you off. 

To hear more call 0905 232 6057 
55? Cancer June23 - July231 

Your sensual side cries out for 
satisfaction. You’re tired of 
depriving yourself of good 
food, stylish clothes and 
beautiful furnishings. 
Fortunately, some extra 
money could come your way 
from a bonus or lottery win. 

To hear more call 0905 232 6057 

b>? Leo July24 - Aug23 

Someone could make their 
way into your life, taking it on 
an exciting new course. If 
you’re married, this would be 
a golden opportunity to form 
a business alliance. Keep 
your eyes open for someone 
with a media background. 

To hear more call 0905 232 6057 
np Virgo Aug24 - Sept23 I 

Taking more exercise and 
eating wisely can make a 
dramatic difference to your 
daily life. You’ll have more 
energy and enthusiasm once 
you take better care of 
yourself. Go away on a mini¬ 
break to your special place. 

To hear more call 0905 232 6057 

Libra Sept24 - Oct231 

A child, romance, or creative 
project could appear on the 
horizon, bringing a welcome 
turn of events. Lately, you’ve 
been cooped up at home and 
the pressure is starting to 
show. Don’t be surprised if 
you discover a hidden talent. 

To hear more call 0905 232 6057 

111, Scorpio 0ct24 - NOV22 

Moving to another location is 
a real possibility for you and it 
will work to your long term 
benefit. It will be bigger, 
brighter, and better located. If 
you don’t have the cash to 
buy this place, a male relative 
may cover the difference. 

To hear more call 0905 232 6057 

^ Sagittarius Nov23 - Dec2i | 

Welcome news regarding a 
family or neighbourhood 
matter could reach your ears. 
It’s nice to know your hard 
work has paid off. A family 
heirloom could be entrusted 
to you. Put it somewhere to 
inspire you every day. 

To hear more call 0905 232 6057 

^ Capricorn Dec22 • Jan20 

Not only do you have 
fabulous ideas, you also know 
how to put them into practice. 
Finding backers won’t be a 
problem. Your powers of 
persuasion have never been 
stronger. Even sceptics will 
want to get on board. 

To hear more call 0905 232 6057 
Aquarius Jan2i Febi91 


Your self-esteem soars when 
you show off the depth and 
breadth of your knowledge 
and know-how. Your talents 
are in demand now. People 
are impressed by your ability 
to think rationally in emotional 
situations. 

To hear more call 0905 232 6057 
Pisces Feb20 - Mar20 

Hidden motives are coming to 
the surface and, all of a 
sudden, irrational impulses 
make perfect sense. Once 
you understand what’s 
causing you to act in a certain 
way you can work to combat 
any psychological triggers. 

To hear more coll 0905 232 6057 




M & S ANTIQUES & 
COLLECTORS FAIR 

COTTENHAM VILLAGE COLLEGE 

5 miles north of Cambridge on the B1049 

Sunday 3 d February 9.30am - 3.30pm 

Admission: Adults £1, Refreshments 
Enquiries/Stalls: M & S Collectors Fairs, 


Tel: 01223 233059 




OWN YOUR OWN BUSINESS 
NEED EXTRA MONEY 

FINANCIAL INDEPENDENCE 
MORE FREEDOM, MORE TIME 
MEET NEW PEOPLE 
HELP OTHERS 
PERSONAL DEVELOPMENT 
SECURE RETIREMENT INCOME 

WE CAN OFFER ALL THESE, 
WITH TEAM SUPPORT. 

DISTRIBUTING IN OVER 
126 COUNTRIES. 

TAKE YOUR BUSINESS WHERE 
YOU WANT TO LIVE. 

INTERESTED, PHONE 
07876593995, 07942204699 



YS 


See our LARGE selection of 

READER 

HOLIDAYS 

Simply call the 

BROCHURE LINE 

01223 434385 

or view our website on 

www. cam bridge- 
news.co.uk/holidays 


SUNDAY 3rd FEBRUARY 2008 
11.00am - 4.00pm 


-CirnnfrK- 


Evening News 



In association with 

Chilford Hall 

Fashion Shows 
11.30am, 1.30pm 
and 3.30pm 

Specialist Stands 
Admission FREE 

Refreshments available 
throughout the day 



CHILFORD HALL IS LOCATED ON 
BALSHAM ROAD, LINTON - SIGNED FROM 
THE A1307 AND All TRUNK ROADS 
Tel: 01223 895600 www.chilfordhall.co.uk 
We are licensed for ceremonies 
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Salsa Classes 

Rosery Hotel, Exiting 

Monday Evenings Beginners 
and Intermediate Levels 

Tel: 07919 114 519 
www.learnsalsa.co.uk 



Sunday 3rd February 2008 
11.00am - 4.30pm 

Gening News A /Mm 


WE ARE LICENSED 
FOR CEREMONIES 


L h* ORGANISED BY 

AV ^CHUFORD 

\Lr^/fr 

m[ Fashion 

§/ n Shows 

ij v 11.30am, 1.30pm 

f and 3.30pm 

> ’ Sp S! 

Admission FREE 

Refreshments available 
throughout the day 


CMLFORD HALL IS LOCATED ON BALSHAM ROAD, 
LINTON - SIGNED FROM THE A1307 TRUNK ROADS 
Tel: 01223 895600 www.chilfordhall.co.uk 


BELGRAYE HOUSE 
VETERINARY 
SURGERY 

139 High Street, 

Linton, Cambridge 

A caring service for all 
pets and livestock. 

David Urwin + Assistants 
Nick Bane and Suzi Scheuer 

Opening Hours 
MONDAY - FRIDAY 8.30am - 7pm 
SATURDAY 8.30am -12 noon 

Consultations by appointment 
01223 893720 
24 hour emergency service 



WeekendTV 

SATURDAY 


BBC1 


6.00 

Breakfast. 

6.00 

10.00 

Saturday Kitchen. 

6.20 

11.30 

Bill’s Food. 

6.50 

12.00 

BBC News. 

7.00 

12.10 

Football Focus. 

7.25 

1.00 

Live Six Nations Rugby 

7.35 


Union. Ireland v Italy 

8.00 


(Kick-off 2.00pm). 

8.15 

3.55 

BBC News. 

8.35 

4.10 

Live Six Nations Rugby 

9.00 


Union. England v Wales 

9.55 


(Kick-off 4.30pm). 

10.00 

6.30 

The One and Only. 

Graham Norton 

10.30 


presents the popular 

10.50 


tribute act competition. 

11.20 

7.30 

The National Lottery: In 

11.45 


It to Win It. Dale Winton 

12.00 

1.00 


presents the quiz show 


in which contestants 
attempt to scoop a big 


prize. Includes the 

National Lottery draws. 

1.30 

8.20 

Casualty. 

3.10 

9.10 

The One and Only - The 

3.55 


Results Show. 

4.30 

9.40 

The Vicar of Dibley. 

5.15 

10.10 

BBC News. 

5.25 

10.30 

Match of the Day. 

7.00 


Highlights of today’s 


Premier League fixtures, 

7.50 


including Manchester 

City v Arsenal and 

8.20 


Tottenham Hotspur v 
Manchester United. 

9.10 

11.50 

FILM: Taffin (1988). 

Action thriller, with 

9.40 


Pierce Brosnan. 

11.10 

1.25 

Friday Night with 

Jonathan Ross. 

12.40 



Monty Don 

Around the World in 80 Gardens 
BBC2, Sunday, 8.45pm 


SUNDAY 


BBC2 ■ ANGLIA ■ CHANNEL 4 ■ five 


CBeebies: Fimbles. 
Tikkabilla. 

Step Inside. 

Watch My Chops. 

Arthur. 

Mortified. 

Krypto the Superdog. 
Zombie Hotel. 
Dinosapien. 

Basil’s Swap Shop. 
Diddy Dick & Dom. 
Prank Patrol. 

What’s New Scooby- 
Doo? 

Best of Friends. 
Animalia. 

Sportsround. 

Animal Park. 

Film 2008 with Jonathan 
Ross. 

FILM: Love Is a Many 
Splendored Thing (1955) 
Switch: Falcon Beach. 
Switch: Sound. 

Final Score. 

What the Papers Say. 
FILM: The Colditz Story 
(1954). 

The Culture Show. 

Dad’s Army. 

Timewatch - Ten Pound 
Poms. 

Have I Got Old News for 
You. 

FILM: Imagine Me and 
You (2005). 

Factory: Manchester 
FILM: Dawn of the Dead 
(1978). 


6.00 GM7V. 

9.25 Dancing on Ice. 

10.55 Dancing on Ice: The 
Skate Off. 

11.30 Coronation Street. 

1.50 ITV News and Weather. 

2.00 Anglia News and 
Weather. 

2.05 Primeval. 

3.05 FILM: A View to a Kill 
(1985). James Bond 
adventure, starring 
Roger Moore. 

4.40 Anglia News and 
Weather. 

4.55 ITV News and Weather. 

5.10 FILM: A View to a Kill 
(1985). Concluded. 

6.10 All New You’ve Been 
Framed! 

6.40 Harry Hill’s TV Burp. 

7.10 Primeval. Sci-fi drama, 
with Douglas Henshall. 

8.10 Dancing on Ice: Make 
Me a Star. 

8.40 Duel. Nick Hancock 
hosts the high-tension 
quiz show. 

9.40 Thank God You’re Here. 

Paul Merton invites three 
guests to the improvised 
sketch show. 

10.40 Big Fight Live. Amir 
Khan v Gairy St Clair. 

11.50 ITV News and Weather. 

12.00 FILM: Psycho (1960). 
Hitchcock chiller, with 
Anthony Perkins. 

2.00 Nightwatch with Steve 
Scott: Mystery. 


6.00 Cubeez. 

6.10 TheHoobs. 

7.00 Goalissimo. 

8.00 The Morning Line. 

8.50 T4: One Tree Hill. 

9.50 T4: Freshly Squeezed. 

10.20 T4: Friends. 

10.50 T4: The Hills. 

11.20 T4: National Treasure 
Book of Secrets: T4 
Movie Special. 

11.55 T4: Friends. 

1.00 T4: Age of Love. 

2.00 Channel 4 Racing from 
Sandown Park and 
Wetherby. 

4.00 The TV Show. 

4.30 Deal or No Deal. 

5.15 Jamie at Home. 

5.45 River Cottage: Gone 
Fishing. 

6.45 Channel 4 News. 

7.10 Grand Designs. An 

architect plans an 
unusual home for his 
family, in which 
everything is white and 
open-plan. 

8.10 ER. 

9.10 FILM: The Last of the 
Mohicans (1992). Daniel 
Day-Lewis stars in this 
lavish adaptation of a 
classic tale. 

11.15 City of Vice. The 

brothers investigate a 
break-in at a merchant’s 
home. 

12.20 FILM: Go (1999). Drama, 
starring Katie Holmes. 


6.00 Sunrise. 

7.00 Milkshake! Hi-5. 

7.45 The Beeps. 

8.00 Rupert Bear. 

8.15 Little Princess. 

8.35 Hana’s Helpline. 

8.45 Roary the Racing Car. 

9.05 Gerald McBoing Boing. 

9.30 Jane and the Dragon. 

10.00 Football Italiano 
Highlights. 

10.30 Built for the Kill. 

11.00 Fifth Gear. 

12.00 Ice Road Truckers. 

1.05 FILM: Brave Warrior 
(1952). 

2.25 FILM: Joe Versus the 
Volcano (1990). 

Comedy, starring Tom 
Hanks. 

4.15 FILM: Iron Will (1994). 

6.15 FILM: Murder by Death 
(1976). Spoof whodunit, 
starring Peter Sellers. 

7.55 five news and sport. 

8.15 NCIS. A woman claims 
to have witnessed the 
murder of a sailor. 

9.10 CSI: NY. Investigation of 
the murder of a scientist 
who believed he could 
travel through time. 

10.10 Law & Order. A vial 
containing a sample of 
the Sars virus is stolen 
during a carjacking. 

11.10 True CSI. Centred on 
Sam Sheppard’s murder 
of his wife. 

12.10 Quiz Call. 



Liz Dawn 
Farewell to Vera 
Anglia, Sunday, 5.45pm 


Jennifer Stolpa and Tom McKay 
Stranded in the Snow 
Channel Four, Sunday, 4.45pm 


Tom Hanks and Meg Ryan 
Joe Versus the Volcano 
Five, Saturday, 2.25pm 




BBC1 


6.00 Breakfast. 

7.35 Match of the Day. 

9.00 The Andrew Marr Show. 

10.00 The Big Questions. 

11.00 Countryfile. 

12.00 The Politics Show. 

1.00 EastEnders. 

2.30 Live Six Nations Rugby 
Union. Scotland v 
France. The third and 
final match of the 
opening weekend. 

5.15 EastEnders. 

5.45 Songs of Praise. 

6.20 BBC News. 

6.45 Antiques Roadshow. 
Michael Aspel and the 
team visit De Montfort 
Hall in Leicester. 

7.45 Lark Rise to Candleford. 
Drama, starring Olivia 
Hallinan. 

8.45 FILM: Calendar Girls 
(2003). Comedy, starring 
Julie Walters, and Helen 
Mirren. 

10.25 BBC News. 

10.45 FILM: Wonder Boys 
(2000). Drama, with 
Michael Douglas and 
Tobey Maguire. 

12.30 The Sky at Night. 

12.50 FILM: Dead in a 

Heartbeat (2002) Thriller, 
with Judge Reinhold 
and Penelope Ann 
Miller. 

2.20 Sign Zone: Natural 
World. 


BBC2 


6.00 CBeebies: Fimbles. 

6.20 Tikkabilla. 

6.50 Step Inside. 

7.00 CBBC: Jakers! 

7.20 BB3B. 

7.45 The Secret Show. 

8.10 Thumb Wrestling 

Federation: TWF. 

8.20 Skunk Fu! 

8.30 Raven. 

9.00 Hider in the House. 

10.00 Something for the 
Weekend. 

11.30 FILM: Broken Lance 
(1954). 

1.05 Ellery Queen. 

1.50 Rugby Union. 

2.35 FILM: Ice Station Zebra 
(1968). 

4.55 An Otter in the Family. 
5.25 Search for Mountain 

Lions. 

5.55 Natural World. 

6.45 Ski Sunday. Action from 
the men’s downhill event 
at the World Cup. 

7.45 Best of Top Gear. 
Highlights of the 2007 
series. 

8.45 Around the World in 80 
Gardens. Monty Don 
continues his tour. 

9.45 Coast. 

10.00 Match of the Day 2. 

10.50 Super Bowl Live - 

American Football. New 

England Patriots v New 
York Giants (Kick-off 
11.25pm). 


ANGLIA 


6.00 GMTV. 

9.25 CITV: Jim Jam & Sunny. 

9.40 Tricky Quickies. 

9.50 Championship Goals. 

10.50 FILM: Murder, She 
Wrote: South By 
Southwest (1997). 
Whodunit, starring 
Angela Lansbury. 

12.35 ITV News and Weather. 

12.40 Anglia News and 
Weather. 

12.45 Midsomer Murders. 

2.45 Agatha Christie’s Poirot. 

4.45 Beat: Life on the Street. 

5.15 Anglia News and 
Weather Week. 

5.30 ITV News and Weather. 

5.45 Farewell Vera. Tribute to 
Coronation Street’s Vera 
Duckworth. 

6.15 Dancing on Ice. The 
couples perform 
routines inspired by 
Broadway musicals. 

7.45 Wild at Heart. 

8.45 Dancing on Ice: The 
Skate Off. 

9.15 Kingdom. Legal drama, 
with Stephen Fry. 

10.15 ITV News and Weather. 

10.40 The South Bank Show 
Awards 2008. Melvyn 
Bragg introduces the 
12th annual ceremony. 

11.55 FILM: Ned Kelly (2003) 
Adventure, starring the 
late Heath Ledger. 

1.45 Dial a Mum. 


CHANNEL 4 


6.00 Cubeez. 

6.10 TheHoobs. 

6.35 Transworld Sport. 

7.25 Barcelona World Race. 

7.50 World Cup Skiing. 

8.45 T4: The OC. 

9.45 T4: Hollyoaks. 

12.15 T4: The Hills. 

12.45 T4: Vanity Lair. 

1.45 T4: Friends. 

2.45 T4: Smallville. 

3.45 T4: The Simpsons. 

4.45 Stranded in the Snow. 

5.50 Time Team. Tony 
Robinson and company 
find something special 
in the Cotswolds. 

6.45 Channel 4 News. 

7.15 Divorce Sharia Style. An 
inside look at the 
workings of the Islamic 
legal system. 

8.15 Wife Swap. The series 
continues with an 
episode focusing on 
British ex-patriates. 

9.15 FILM: Million Dollar 
Baby (2004). Drama, 
directed by and starring 
Clint Eastwood. 

11.45 Alan Carr’s Celebrity 
Ding Dong. The 
comedian presents a 
tongue-in-cheek show 
with the public 
challenging celebrities. 

12.35 Bring Back: The One-Hit 
Wonders. 

1.35 FILM: Focus (2001). 


five 


6.00 Milkshake! Tickle, Patch 
and Friends. 

6.25 Roary the Racing Car. 
6.35 Animal Families. 

6.45 Hi-5. 

7.25 The Beeps. 

7.45 Make Way for Noddy. 
8.00 Rupert Bear. 

8.15 Little Princess. 

8.30 Hana’s Helpline. 

8.45 Roary the Racing Car. 
9.00 Gerald McBoing Boing. 

9.30 Jane and the Dragon. 

10.00 Komodo Dragons: 

Austin Stevens’ 
Adventures. 

11.05 Ice Road Truckers. 

12.10 FILM: Beverly Hills Ninja 
(1997). Chaotic comedy, 
with Chris Farley. 

1.45 Football Italiano. 

4.10 FILM: 55 Days at Peking 
(1963). Star-studded 
with Charlton Heston 
and Ava Gardner. 

7.15 five news and sport. 

7.25 FILM: Jackie Chan’s 

First Strike (1996) 

Martial arts adventure, 
with Jackie Chan, 
Jackson Lou and Bill 
Tung. 

9.00 FILM: XXX (2002). 
Adventure, with Vin 
Diesel and Asia Argento. 

11.25 Lockdown. 

12.25 The Raid. 

12.55 Boxing USA. 

2.00 Boxing Classic. 
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BURY ST EDMUNDS 
CINEWORLD 
0871 200 2000 

Times until Thursday, 
February 7 
Juno (12A): Advance 
showings Sat & Sun 
4.30pm, 6.45pm. 
Cloverfield (15): Daily 
12.50pm, 2.50pm, 
5.10pm, 7.20pm, 
9.30pm Sat & Sun 
10.50am. 

No Country for Old 
Men (15): Daily 3.20pm, 
6.05pm, 8.50pm Sat & 
Sun 12.30pm. 

Penelope (U): Daily 
1.30pm, 3.50pm, 
6.15pm, 8.30pm Sat& 
Sun 11.10am. 

Over Her Dead Body 
(12A): Daily 3.15pm, 
5.45pm, 8.15pm Sat& 
Sun 12.45pm. 
Underdog (U): Daily 
1pm, 3pm, 5pm, 7pm 
Sat & Sun 11am. 
Sweeney Todd - The 
Demon Barber of Fleet 
Street (18): Daily 
1.20pm, 4pm, 6.35pm, 
9.15pm Sun 10.45am. 
In the Valley of Elah 
(15): Daily 9pm. 

Aliens Vs Predator - 
Requiem (15): Daily 
9.40pm Daily except 
Sat & Sun 7.10pm. 
Charlie Wilson’s War 
(15): Daily 8.30pm. 

P.S. I Love You (12A): 
Daily 3.10pm, 5.50pm, 
8.40pm. 

I Am Legend (15): Daily 
5.40pm, 8.15pm. 

Alvin and the 
Chipmunks (U): Daily 

I. 10pm Sat & Sun 
11am. 

StTrinian’s(12A): Daily 
2pm Daily except Sat & 
Sun 4.30pm Sat & Sun 

II. 30am. 

Enchanted (PG): Daily 
Noon Daily except Mon 
2.30pm. 

Mee-Shee the Water 
Giant (PG): Sat 10am. 
Happily N’ever After 
(U): Sat 10am. 


CINEMA 


Surf’s Up (PG): Sat 
10am. 

Atonement (15): Mon 

2pm. 

American Gangster 
(18): Wed 5.50pm. 

BURY ST EDMUNDS 
HOLLYWOOD FILM 
THEATRE 
(01284) 754477 

Times until Thursday, 
February 7 

The Kite Runner (12A): 

Daily 5.15pm Daily 
except Sun 7.50pm 
Wed &Thu 2.15pm. 
Atonement (15): Daily 
except Sat, Wed, Thu 
5pm Sat, Wed & Thu 
7.40pm Wed & Thu 
11am, 2.15pm. 

Lust, Caution (18): Fri, 
Mon &Tue 7.30pm Sat, 
Wed &Thu 4.50pm. 
StTrinian’s(15): Sat& 
Sun 3pm. 

The Golden Compass 
(PG): Sat & Sun 
2.40pm. 

Enchanted (PG): Sat & 
Sun 1pm. 

Alvin and the 
Chipmunks (U): Sat & 
Sun 12.40pm. 

August Rush (PG): Wed 
&Thu 11am. 

CAMBRIDGE 
CINEWORLD 
0871 200 2000 

Times until Thursday, 
February 7 
Juno (12A): Advance 
showings Sat, Sun & 
Wed 4pm Sat & Sun 
1.40pm, 9pm Wed 
11am, 6.30pm, 

8.45pm. 

Cloverfield (15): Daily 
10.40am, 12.50pm, 
3pm, 5.10pm, 7.20pm, 
9.30pm. 

No Country for Old 
Men (15): Daily 
12.45pm, 3.30pm, 


6.25pm, 9.05pm. 
Penelope (U): Daily 
12.20pm, 2.30pm, 
4.40pm, 7.15pm. 
Things We Lost in the 
Fire (15): Daily 2.45pm, 
8.15pm Daily except 
Sat, Sun & Mon Noon 
Daily except Sun 
5.30pm. 

Underdog (U): Daily 
11am, 1pm, 3pm Daily 
except Mon 5pm, 7pm. 
Sweeney Todd - The 
Demon Barber of Fleet 
Street (18): Daily 
11.05am, 1.30pm, 

4pm, 6.30pm, 9.10pm. 
Aliens Vs Predator - 
Requiem (15): Daily 
9.20pm. 

Charlie Wilson’s War 
(15): Daily 9pm. 

Before the Devil Knows 
You’re Dead (15): Daily 
12.30pm, 3.15pm, 

6pm, 8.45pm. 

P.S. I Love You (12A): 
Daily 11am, 6.30pm 
Daily except Sat & Sun 
1.40pm. 

I Am Legend (15): Daily 
except Sat & Sun 
4.20pm, 9.20pm. 

Alvin and the 
Chipmunks (U): Daily 
except Mon 1.15pm 
Sat & Sun 11.05am. 

St. Trinian’s (12A): Daily 
1.40pm Daily except 
Sun 6.20pm Daily 
except Wed 8.45pm 
Sat & Sun 11.10am. 
Enchanted (PG): Sat & 
Sun Noon. 

Halla Bol (with English 
subtitles) (12A): Sun 
5.10pm, Mon 5.45pm. 
Mee-Shee the Water 
Giant (PG): Sat 10am. 
Happily N’ever After 
(U): Sat 10am. 

Surf’s Up (PG): Sat 
10am. 

Atonement (15): Mon 
Noon Wed 1.30pm Sun 
4pm Thu 6.30pm Fri & 


Sat 8.45pm. 

BAFTA Tour 2008 - A 
collection of classic 
films from 2007-2008 is 
showing at Cambridge 
Cineworld this week - 
please call for further 
details. 

CAMBRIDGE 

ARTS 

PICTUREHOUSE 
08707 551242 

Times until Thursday, 
February 7 
Sweeney Todd (18): 
Daily except Wed 
1.30pm, 4pm, 6.30pm, 
9pm Wed 1.45pm, 

4pm, 6.30pm, 9pm. 

No Country for Old 
Men (15): Daily except 
Sun &Thu 3.45pm, 
6.15pm, 8.45pm Daily 
except Sun, Tue & Thu 

I. 15pm Sun 5.30pm, 
8.30pm Thu Noon, 
2.30pm, 7.10pm, 
9.40pm. 

Battle for Haditha (15): 
Daily 2.30pm Daily 
except Fri & Sat 
6.45pm Fri & Sat 7pm 
Mon & Tue 4.30pm. 
Don’t Touch the Axe 
(PG): Daily except Sun, 
Wed & Thu Noon Fri & 
Sat 4.20pm Sun 
3.30pm Mon & Wed 
8.40pm Tue 9.10pm 
Thu 4.15pm. 

Alice in the Cities (U): 
Fri, Sat & Sun 9pm. 
Juno (12A): Wed 
12.30pm, 4.30pm Thu 
12.15pm, 8.45pm. 

The Matrix (all-nighter 
and inter-screen 
gaming) (18): Sat 

II. 30pm until approx. 
7.30am. 

Double Bill: The 
Happiest Days of Your 
Life/The Belles of St 
Trinian’s (U): Sun Noon. 
Copenhagen (TBC): 

Tue 1.30pm. 

The Marriage of Maria 
Braun (PG): Thu 5pm. 
Thomas and the Magic 
Railroad (U): Sat 11am. 


DATES for your diary 


Thursday January 31 
GRADUATE, 16 
CHESTERTON 
ROAD, CAMBRIDGE 

Broken Family Band. 
Benefit performance 
for Love Music Hate 
Racism. 

Saturday February 2 
CROWN, 24 
NEWMARKET 
ROAD, ASHLEY 

Off The Record. 8pm. 

Sunday February 3 
FEZ CLUB, MARKET 
PASSAGE, 
CAMBRIDGE 

4:Tune - Chinese 
New Year Party 

Monday February 4 
CAMBRIDGE CORN 
EXCHANGE, 
WHEELER STREET, 
CAMBRIDGE 
Richard Hawley. 
Rescheduled date. 
Featuring songs from 
his eagerly 
anticipated new 
album. 7.30pm. £19. 


Tuesday 
February 5 

CAMBRIDGE CORN 
EXCHANGE, 
WHEELER STREET, 
CAMBRIDGE 

Athlete. 7.30pm. 

GRADUATE, 16 
CHESTERTON 
ROAD, CAMBRIDGE 

Deadstring Brothers. 

A menacing sound 
drawing equally on 
the melancholy of 
country ballads and 
the abandon of rock 
and blues. 


Wednesday 
February 6 

GRADUATE, 16 
CHESTERTON 
ROAD, CAMBRIDGE 

Robots In Disguise 

JUNCTION, 
CLIFTON ROAD, 
CAMBRIDGE 

Travis 




WHY REPLACE, LET ME FIX THEM! 

REPAIRS ON U.P.V.C AND ALUMINIUM, 
BROKEN DOWN SEALED UNITS 
REPLACED INC TIMBER, CONSERVATORY 
REPAIRS 


WINDOW HINGES. LOCKS AND HANDLES 


REPAIRED OR REPLACED. 
SECONDARY GLAZING A SPECIALITY 


Give me a call - you have nothing to lose 

ASK FOR GRAHAM 
TEL: 01223 353140 
MOBILE: 07788 811360 ANYTIME 



• • 



Bring this advert to class to claim a 
FREE week of Jazzercise 

Do something for mind,body & soul in 2008! 
Join the world’s largest “dance-based” 
professional fitness programme! 

Class Schedule 

Red Lodge: 

Red Lodge Millenium Centre, Lavender Close 
Saturday - 10.00am - 11.00am 

Mildenhall: 

St Marys Primary School, North Terrace 
Monday - 7.00pm - 8.00pm 

Wednesday - 7.00pm - 8.00pm 

Newmarket: 

Newmarket College, Hall 1, South Drive, Exning Road 
Monday (jazzercise express) 7.00pm - 7.30pm 
7.30pm - 8.30pm 
Tuesday - 7.00pm - 8.00pm 

8.00pm - 8.45pm 
Wednesday - 7.30pm - 8.30pm 

Thursday - 7.00pm - 8.00pm 

8.00pm - 9.00pm 

Burwell: 

Gardiner Memorial Hall, High Street 
Saturday - 10.00am - 11.00am 

£15 Monthly Unlimited Class Ticket (EFT) or £5 Walk-in 
“Wear comfy clothes, trainers, bring towel and water ” 

FOR FURTHER INFORMATION: 
call: Sarah Gray on 07971449420 
email: slgrayuk@yahoo.com 
website: www.tryjazzercise.com 

“With fresh choreography to music you love, 
this is a programme that's anything but routine ” 



Big bad Felix goes 
back to the woods 


THE Gruffalo has become a 
children’s theatre phenomenon 
in recent years, selling out on the 
West End and wherever else it 
goes. 

When it arrives at Cambridge’s 
Arts Theatre this week, 
performer Felix Hayes will be 
returning to the title role after two 
and a half years out doing other 
things. 

Felix was the original Gruffalo 
when the show was a tiny, 
unknown stage production and 
was taken to the Edinburgh 
Festival in 2001. 

The stage show includes a host 
of songs and is based on the 
best-selling children’s book of 
the same name, which follows 
an intrepid mouse who ventures 
into the woods. He scares off 
would-be predators with wild 
tales of a fearsome monster - 
but he soon comes face to face 
with the imaginary creature 
himself. 

“It’s one of the most fun shows 
that I’ve ever been in,” says 


Felix. “You get to do a lot of 
larking about and it’s not often 
you can pretend to be an 
enormous hairy monster in 
public. 

“It’s great fun to be a bit scary 
but also completely daft. At first 
the kids all shout, ‘Oh no, it’s the 
Gruffalo!’ and then a couple of 
minutes later they’re saying, 
‘Hang on a minute, he’s a 
complete wally’.” 

The show has helped inspire a 
renaissance in children’s theatre 
and shows aimed at youngsters 
have grown in quality and 
popularity over the past few 
years. They now regularly sell out 
venues, but as Felix and many 
other performers, directors and 
producers have discovered, the 
secret to success is to never 
underestimate your audience. 
The Gruffalo starts tomorrow 
and runs until Sunday. The show 
is suitable for ages three and 
upwards. 

Tickets are £8-£10. To book call 
(01223) 503333. 


Ceramic •Porcelain • Slate • Travertine • Marble • Mosaic 


Tiles for Kitchens, CUT PRICE TILES 


Bathrooms, 
Conservatories, 
Walls & Floors 


__ 

115% discount; 

l with the voucher * 



Factory Outlet! 



we ve got a huge choice at fantastic 
prices direct from the Wholesaler! 

* Discount off full retail price on own imports only 


Cambridge Branch 


Dry Drayton Branch 


| n 

I ^ 
3 


3 

55 1 


A428 k_ 

Cambridge HDry Drayton Ind Estl 


Unit 5,154-6 Victoria Rd Unit 33 Dry Drayton 
Cambridge Industrial Estate 

(at the start of Harvey Goodwin Scotland Road 
Ave adjacent to Bl oc kbuster) Dry Drayton, Cambs 
Tel: 01223 316688 Tel: 01954 211224 

Plenty of parking 
Open Mon-Sat 9-5 San 10-3 


Ceramic • Porcelain* Slate • Travertine • Marble • Mosaic 





Raymond Gubbay presents 

THE RUSSIAN STATE BALLET OF SIBERIA 

Great ballet masterpiece 

Cinderella 

Wednesday 28 February at 7.30pm 

“the corps de ballet simply took my breath away 

V THE CAMBRIDGE CORN EXCHANGE 

y Box Office 01223 357 851 

W Book online www.cornex.co.ukwww.raymondgubbay.co.uk 


WEEKLY NEWS 

Readers Travel Offer brought to you by your local newspaper 



Dirty Dancing 

Departing Thursday 28th 
February 2008 

Following the successful film, this ultimate 
feel good show is a coming of age love stor 
between a talented dancer Johnny Castle 
and France’s houseman during her family’s 
summerholiday. 




GONE 

WIND 


£49) 


The Sound of Music 

Departing Thursday 13th 
March 2008 

The Worlds best loved musical, THE SOUND 
OF MUSIC, is breaking all box office records in 
this dazzling production. The Score touches the 
hearts of all ages and brims over with some of 
the most memorable songs ever performed. 


Gone With The Wind 

Departing Thursday 29th 
May 2008 

The very latest Book adaptation is by the 
producer of such great musicals as ‘Cats’ and 
‘Les Miserables’, and is sure to be an 
exceptional hit with its powerful sound track 
and huge landscapes. Telling the story of the 
Old South during the American Civil War. 


Spamalot 

Departing Thursday 29th 
May 2008 

This Faithful rendition of the original surreal 
comedy is complete with Killer Rabbits, 
Farmyard ballistics holy hand grenades and 
Knights who say ‘Ni’. Written by one of the 
former Python’s, Eric Idol. 


■ 


We have joined 
together with local 
coach operator 
Grey’s of Ely to 
offer readers of 
the ‘Weekly News’ 
the chance to see 
fantastic London 
shows with a local 
pick up and then 
direct to the 
Theatre and the 
same on the return 
What could be 
easier and less 
stress free! 

The Coach will 
depart from 

Ely 

Barton Road 
Car Park at 14:30 

Newmarket 
Park & Ride 
at 15:00 


TO BOOK CALL FREEPHONE 0800 0887964 


N 
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Professional Carpets 

■ Book early ■ Don’t miss out ■ Limited stock 


JANUARY SALES 

GUARANTEED TO BEAT^b 

ANY OF THE MAJOR RE1A1ERS! 


s 


Samples brought to your home 

W. com. t. you FREE estimates 


STOCK CLEARANCE HUNDREDS OF OFFERS AVAILABLE 




100% Wool 
Berber 

inc. fitting 

8»99sq mtr 


Average 


Lounge 


Lt 


£229, 


(Fitted) 


Average 

Hall/Stairs & Landing 


£229 


(Fitted) 


Berber 10 Colours 

Heavy Domestic 

inc. fitting 

Normal price £4.99 per sq yd 

NOW ONLY 

£2.99sq yd or £3.58 sq mtr 


Average 

Lounge 


£149 


Average 

Hall/Stairs & Landing 


(Fitted) 


LV 


£149 


(Fitted) 


Bleach Resistant 
Twist Pile 

Heavy Domestic 

inc. fitting 

£ 6.99 


Average 

Lounge 

£229 lnn .d, 

Average 
Hall/Stairs & Landing 

(£229 


Hundreds of Carpets Reduced - WE WILL BEAT ANY QUOTE! 

Phone for the best prices! Thousands of samples available! “We don't sell cheap carpets, we just sell carpets cheaply” 


Vinyl Heavy 
Cushion Floor 

20 Designs 

Normal price £12.99 per sq yd 

NOW ONLY £8.99sq mtr 


Average 

Kitchen 

3mx3m 


(Fitted) 


Very Heavy (40oz) 
Domestic 

80% Wool 
20% Nylon 

£14*99 sq mtr 


Average 

Lounge 


[I 


Average 
Hall/Stairs & Landing 


(Fitted) 


(Fitted) 


100% Wool 


20 Colours 

Normal price £14.99 per sq yd 

NOW ONLY £8.99sq yd 


Average 
Lounge 

Average 
Hall/Stairs & Landing 


(Fitted) 

(Fitted) 


Stain Free Twist 

Domestic 

example: Normal price £9.99 per sq yd 

NOW ONLY 

£4*99sq y<fl or £5*96 sq mtr 


Average 

Lounge 

Average 
Hall/Stairs & Landing 


(Fitted) 

(Fitted) 


Stock Available 

80% Wool / 20% Nylon Twist Pile. 

ONLY £8.99 sq mtr 

PLUS LOADS MORE ON OFFER 




^3 

□ 


Professional Carpets 

freephone 0800 0524142 mobile 07956 873280 

HOME SHOPPING SERVICE Guaranteed to beat any major store prices! 

9am to 7pm - Seven days a week. Telephone 9am to 9pm - Seven days a week. 


SWWW03 
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- NEWMARKET - 

WEEKLY NEWS 




Spacious 
semi detached 
house 


YOUR MOVE Lattimores are delighted 
to offer this well presented and 
spacious semi detached home in a 
quiet cul de sac on the outskirts of the 
town. 

The property is offeres for sale with the 
added benefit of no upward chain and has 
spacious living accommodation including a 
large sitting room and two double 
bedrooms. 

There is a modern kitchen with all the 
usual refinements, which we are reliably 



informed can take table and chairs should 
you wish. 


There is an enclosed garden with timber 
decking and the added benefit of two car 
parking spaces. 

All in all 6 Petingo Close, Newmarket 
offers modern, stylish and generous 
accommodation at an affordable price of 
just £156,995. 


▲ 

YOUR MOVE 


l 

1 

Jewmarket 

£156,995 


16a High Street, Newmarket. T: 01638 660303 

www.your-move.co.uk 


Abbotts 


Anne 

Cable 

INOCPCKOCNT 

» » t At » AUI M 
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PROPERTY 


S 


THIS extended semi¬ 
detached property is 
situated in Station Road in 
the popular village of 
Kennett, and is on the 
market for £189,950. The 
accommodation includes an 
entrance hall, lounge, 
kitchen/dining room, utility 
room, three bedrooms and a 
bathroom. 

Outside there is a front 
garden with a lawn and 
shrubs, and a rear garden 
with gated pedestrian 
access, a lawn, shrubs, two 
patio areas and a shed. 
Further information is 
available from Anne Cable 
Independent Estate Agents 
on (01638) 661111 




Detached townhouse 



THIS well-presented detached townhouse is 
situated in Avocet Grove, Soham, and is on 
the market for £250,000. The 
accommodation includes entrance hall, 
cloakroom, dining room, kitchen/breakfast 
room, utility room, lounge, master bedroom 


with en suite, three further bedrooms and 
two bathrooms. Outside there is a rear 
garden with a lawn and patio, and a garage. 
Viewing is by appointment with Januarys on 
(01638) 665731. 



Beautifully presented home 


THIS beautifully presented apartment is 
situated in Mill Street, Mildenhall, and is on 
the market for £116,995. 

The accommodation includes an entrance 
hall, an attractive fitted kitchen which is open 


plan to a lounge area, one bedroom and a 
shower room. 

Outside there is allocated off-road parking 
located at the rear. For more details contact 
Abbotts Countrywide on (01638) 713056. 
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Detached chalet-style house 


OFFERS in the region of 
£250,000 are invited for 
this detached chalet-style 
house in Boundary Road, 
Red Lodge. On the market 
with no upward chain, the 
property has 

accommodation including 
an entrance hall, 
lounge/dining room, 
kitchen, study, 
conservatory, master 
bedroom with en suite, 
three further bedrooms and 
a bathroom. 

Outside there is a front 
garden with parking for 
four cars, an integral 
garage, and a rear garden 
with a lawn, a wooden 
shed and a greenhouse. 
Further information is 
available from Anne Cable 
Independent Estate Agents 
on (01638) 661111. 



Well presented flat 



OFFERS in the region of £130,000 are 
invited for this well presented ground floor 
apartment in Grantchester Rise in the 
popular village of Burwell. 

The generous accommodation includes an 
L-shaped entrance hall, lounge/diner, 


kitchen, two bedrooms and a bathroom. 
Outside there is a lawned front garden with 
established shrubs, communal car parking 
and a brick storage shed at the rear. 
Viewing is by appointment with Januarys 
on (01638) 665731. 


Generous family property for sale 



THIS family house with 
generous and well 
presented 
accommodation is 
situated in Nimbus Way, 
Newmarket, and is on 
the market for 
£152,500. The 
accommodation 
includes an entrance 
hall, cloakroom, kitchen, 
lounge/diner, two 
bedrooms and a family 
bathroom. Outside 
there is allocated 
parking and gardens to 
the front and rear. 
Viewing is by 
appointment with 
Januarys on (01638) 
665731. 


Churchgate Property 
Chartered Surveyors 

Building Surveys • Valuations 
Homebuyers Reports • Planning 

Ring for a free quotation 
Tel: 01353 727000 

www.churchgateproperty.co.uk 
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Morris Armitage 

Independent Estate Agents 
& Property Management 

105 THECAUSEWAY 
BURWELL 

CAMBS CB25 ODU 

01638 742461 

Email: info@morrisarmitage.co.uk 



NEW 




Soham £189,995 


A recently constructed family home, with 
views over fields and river. Offering 
3 double bedrooms, garage and gardens. 


NK 



Fordham £350,000 


A superbly presented 4 bedroom detached 
property positioned within a small and 
exclusive development. Viewing advised. 



Burwell 


£425,000 



M ■ ■ - • - _ ■ ‘ ‘ « s I Fi u_u_i _ L-k-k-L ___ L3 

Burwell £199,995 


A truly rare opportunity to purchase a modernised and extended 
period property located within striking distance of the village centre. 

Benefiting from a wealth of character features, this deceptively spacious 
cottage features 4 bedrooms, 4 reception rooms, large gardens. No chain. 


Located in the heart of this popular Cambridgeshire village, we are 
delighted to offer a charming and deceptively spacious property. 

Accommodation includes large open plan lounge/dining room, galley kitchen, 
3 bedrooms and a lean-to/utility. Benefiting with a long rear garden. 



An improved property offering 2 bedrooms, 
off-road parking, landscaped rear garden. 
Ideal first time purchase or investment. 


Positioned within a popular cul-de-sac, 
a superb property with 2 bedrooms, parking 
and conservatory. Ideal first time purchase. 


A modern 2 bedroom property positioned 
within a popular cul-de-sac close. Featuring 
a garage enbloc and pleasant rear garden. 


A greatly improved detached bungalow, 
offering 2 reception rooms, 2 bedrooms, 
parking and a fully enclosed rear garden. 



Burwell £155,000 Soham £162,500 Burwell £219,995 



Wicken £275,000 


Set on a generous size plot, a deceptively 
spacious property featuring 3 bedrooms, 
large garden and parking. Value for money. 


A recently constructed 2 bedroom property, 
ideal for first time buyers or investment 
purchasers. Offering a garage and gardens. 


Located at the end of a modern cul-de-sac, a 
delightful 3 bedroom property with ensuite 
facilities, off-road parking and gardens. 


A spacious 2/3 bedroom chalet bungalow, 
offered for sale with a separate 2 acres of 
land (sts) and a further 3 acres negotiable. 


C057162/MA 


Newmarket 01638 560221 


www.morrisarmitage.co.uk 


Burwell 01638 742461 
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Isleham £299,995 


A sensitively improved Victorian property 
offering 4 good size bedrooms, cellar and 
detached garage. With no onward chain. 




■iEruHT: 

BtrJJS 

0 ' * 

Fordham 

£249,995 


Offered for sale with no onward chain, a 
superbly presented chalet bungalow with 
2/3 bedrooms, garage and pleasant gardens. 



Morris Armitage 


Independent Estate Agents 
& Property Management 


105 THECAUSEWAY 
BURWELL 
CAMBS CB25 ODU 

01638 742461 

Email: info@morrisarmitage.co.uk 



Burwell 


£212,500 


Burwell 


£275,000 


I 

NEW 



A modem and very spacious 4 bedroom family home located within 
walking distance of the village centre and close to local schooling. 

This deceptive property enjoys accommodation to include lounge, separate 
dining room, cloakroom and 4 bedrooms. Gardens and integral garage. 


A modern and well proportioned detached family home occupying 
a favourable position within this most popular housing development. 

Accommodation includes entrance hall, cloakroom, lounge, dining room, 
kitchen, 4 bedrooms (ensuite to master), bathroom. Double garage, gardens. 



Fordham oieo £155,000 


An improved and well presented property, 
offered for sale with no chain and featuring 
2 double bedrooms and a long rear garden. 



Burwell oieo £289,995 


A beautifully presented property occupying 
a corner plot within a popular development. 
Offering 4 bedrooms, ensuite, conservatory. 



Burwell £162,500 


Positioned within a quiet cul-de-sac, a well 
presented property offering two bedrooms, 
an ensuite shower room and garage en bloc. 



Burwell £219,995 


With views over the local green, a delightful 
extended property featuring 3/4 bedrooms, 
garage and a landscaped rear garden. 





Soham 


£ 112,000 


Isleham £249,995 


Burwell £139,995 



Soham £107,000 


A 1 bedroom modern property positioned 
within a quiet development. With study area 
and allocated parking. Ideal first purchase. 


Occupying a corner plot position, a modern 
and well presented family home. Benefiting 
with a conservatory and 3 bedrooms. 


A recently improved starter home, offered 
for sale with no onward chain and benefiting 
with 1 bedroom and allocated parking. 


A generously proportioned ground floor 
apartment, close to the village centre. With 
double bedroom, off-road parking, no chain. 


C057164/MA 


Newmarket 01638 560221 


www.morrisarmitage.co.uk 


Burwell 01638 742461 
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Mildenhall £205,000 

This detached bungalow is situated within 
a cul-de-sac and benefits from 3 double 
beds and a corner plot garden. 

Rec hall, lounge, dining room, fitted 
kitchen /breakfast room, bathroom, en-suite 
to the master bedroom, gardens, 
garage and driveway. 



Mildenhall £154,995 

This semi detached 3 bedroom bungalow 
is situated in a delightful location with 
a tree lined green to the front. 

Reception hall, lounge, fitted kitchen, 

3 bedroom, shower room, separate w.c 
and gardens to the front and rear. 



Beck Row £126,995 

This detached 2 bedroom park home 
being less than 6 months old is presented 
to a high standard. 

Rec hall, lounge, dining room, fitted kitchen, 
master bedroom with walk-in wardrobe and 
ensuite, shower room, 2nd double bedroom, 
bathroom, gardens and driveway. 



Mildenhall £220,000 

This detached 3 bedroom house which has 
undergone several improvements 
occupies a corner plot offering 
larger than average gardens. 

Reception hall, cloakroom, lounge, conservatory, 
dining room, fitted kitchen, 3 bedrooms, 
bathroom, garage and gardens. 



Mildenhall £129,950 


This 2 bedroom retirement bungalow 
is situated close to the river and forms 
part of a delightful complex. 

Reception hall, lounge, fitted kitchen, 

2 bedrooms, bathroom, communal gardens 
and parking. 



Mildenhall £167,500 

This modern semi detached 3 bedroom 
house is located at the end of a small 
cul-de-sac and offers much improved 
accommodation throughout. 

Rec hall, lounge, fitted kitchen/dining room, 
conservatory, 3 bedrooms (2 with fitted 
wardrobes), bathroom, gardens, garage. 



Hockwold £289,995 

This three/four bedroom barn conversion 
offers spacious accommodation with 
charm and character throughout. 
Viewing is highly recommended. 

Large lounge/dining room, fitted kitchen, 
cloakroom/w.c, ensuite to master bedroom, 
bathroom, guest annexe/4th bedroom, cellar. 



Mildenhall £230,000 

This very well presented and greatly 
improved 4/5 bedroom house is situated 
on the popular Lark Road residential area. 

Rec hall, cloakroom, lounge, conservatory, 
bedroom five/study, ensuite shower room, 
fitted kitchen/breakfast room and bathroom. 



Mildenhall £134,995 

End terraced 2 bedroom house which has 
undergone several improvements to 
include uPVC sealed double glazed 
windows and a conservatory. 

Lounge, fitted kitchen/dining room, 
conservatory, 2 double bedrooms, bathroom 
and gas central heating. 



elvins 



2 Mill Street, Mildenhall 
Tel: 01638 515352 

5b Wellington Street, 

Newmarket 

Tel: 01638 561774 

Email: properties@elvinestates.co.uk 


^ n rightmove .co.uk 

The UK's number one property website 


RESIDENTIAL LETTINGS 

Please Call For Full Listing on 01638 515352 



Burwell £650 pcm 

Extended mid terraced 3 bedroom house 
situated close to the centre of the village. 

Reception hall, lounge, fitted kitchen/dining 
room with built-in appliances, conservatory, 

3 bedrooms, bathroom and gas central heating. 



West Row £675 pcm 

Semi detached 3 bedroom house 
overlooking open countryside in the 
sought after village of West Row. 

Reception hall, fitted kitchen/breakfast room, 
lounge/dining room, 2 double bedrooms and 
1 single, family bathroom with shower, 
good size garden and ample parking. 



Mildenhall £700 pcm 

Semi detached 2 bedroom house 
situated in sought after Lark Road 
with garage and parking. 

Reception hall, cloakroom, lounge/dining 
room, fitted kitchen, 2 double bedrooms, family 
bathroom, gas central heating, garden to rear. 



Newmarket £720 pcm 

Older style mid-terrace 3 bedroom house 
situated close to the town centre. 

Reception hall, lounge, dining room, 
large fitted kitchen, utility, bathroom, 

3 bedrooms, gas central heating 
and small rear yard. 



Mildenhall £800 pcm 

Detached 3 bedroom bungalow 
set in good size gardens with 
a large garage/workshop. 

Lounge, dining room, fitted kitchen with built-in 
appliances, 3 bedrooms, bathroom with 
shower, gas central heating, garden to front 
and rear, private driveway with ample parking. 



Beck Row £800 pcm 

Modern detached 3 bedroom house 
situated in a cul-de-sac position within 
walking distance of the air base. 

Reception hall, cloakroom/w.c, lounge, 
fitted kitchen, master bedrooms with ensuite, 
2 further bedrooms, bathroom, garden 
and detached garage. 



Littleport £900 pcm 

Detached 3 bedroom bungalow offering 
approx. 1200 sq ft of accommodation 
situated in a non estate position. 

Reception hall, lounge, beautifully fitted 
kitchen/dining room, master bedroom with 
ensuite, family bathroom, gas central heating, 
detached garage with ample parking. 



Chippenham £900 pcm 

Semi detached 2 bedroom country 
cottage situated in a rural location with 
views overlooking open countryside 
with a long private drive. 

Reception hall, open plan lounge/dining room, 
fitted kitchen, utility room, cloakroom/w.c, 

2 double bedrooms, family bathroom. 


C057156/EE 
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smithsgore.co.uk 

SMITHSGORE 




Newmarket 

Detached town house situated overlooking Tattersalls sales paddocks. Comprising hall, cloaks 
WC, kitchen/breakfast room, first floor lounge/diner, guest bedroom with en-suite shower, 4th 
bedroom, second floor with master bedroom and en-suite, bedroom three, family bathroom, 
gas heating, double glazing, garage and gardens. 


Ousden, Suffolk 

A delightful detached Grade II Listed cottage in an idyllic setting. Split level sitting room, 
kitchen, dining room, conservatory, bedroom two, bathroom, first floor master bedroom with 
en-suite. Guest annexe with bedroom and en-suite bathroom. Grounds of 0.3 of an acre. Stunning 
views over Suffolk countryside. 


Guide price £395,000 


Guide price £495,000 







Exning 

A unique apartment within a stunning period property set in beautiful grounds. Comprising hall, 
drawing room, kitchen breakfast room, study, cloaks WC, master bedroom with en-suite bathroom, 
guest bedroom with en-suite shower, 3rd bedroom, family bathroom, parking, communal gardens 
and private store. 


Gazeley 

A group of properties formerly part of Gazeley Stud with significant development potential. 

Comprising Grade II Listed detached house and outbuilding, adjoining garden area, Grade II Listed 
timber frame barn with potential for conversion, range of outbuildings including 12 boxes, 
approximately 0.8 hectares (2.00 acres) post and railed grass paddocks. 


Guide price £565,000 


Joint selling agents 


JOHN inSOOU.N < II 


Guide price £750,000 


Newmarket Office 01638 661122 • newmarket@smithsgore.co.uk 


Lichfield, Lincoln, Newmarket and Peterborough 
London, York, Edinburgh and throughout the UK 


rightmave t m* 
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A YOUR MOVE 

www.your-move.co.uk 

The UK's most visited estate agency website * 

—Lattimores— 



Red Lodge 


| REDUCED | 




ft .mI 



• Detached bungalow • 2 bedrooms • Ideal 
Ftb/lnvestment • Double glazed • Electric heating 

• Chain free • Kitchen • Bathroom/WC 


Newmarket © 01638 660303 


VACANT 




£129,995 ■ Newmarket 

\ VACANT 


-JT I -» 


a 


• Two double bedrooms • Lounge/diner • Kitchen 

• First floor bathroom • Some modernisation required 

• Views over open green area • No upward chain 


Newmarket © 01638 660303 



0.I.T.R.0 £139,995 |! ] Red Lodge 

VACANT 


O.I.T.R.O. £145,000 


• End terrace house • 2 double bedrooms • First floor 
bathroom • Kitchen • Lounge • Gas radiator heating 

• Enclosed rear garden • Garage in block • Good 
decorative order • No upward chain 

Ref: 119656 Newmarket © 01638 660303 



¥ 


• End of terrace house • 3 bedrooms • Lounge/diner 

• Kitchen • First floor bathroom • Electric heating 

• Front and rear gardens • Garage in block • No upward 
chain • Viewing recommended 


Ref: 527103082 


Newmarket © 01638 660303 


Red Lodge 


£152,500 



Newmarket 

MUST BE VIEWED 

A a 

SI Silt 


£156,950 j | Newmarket 

] NEW n 



• Semi Detached Flouse • Three Bedrooms 

» Lounge/Diner • Kitchen • First Floor Bathroom 

• Oil Fired Radiator Fleating • Enclosed Rear Garden 

• Garage In Block • Viewing Essential 


• Victorian terrace cottage • 2 good bedrooms 

• First floor bathroom • Sitting room • Dining room 

• Refitted kitchen • Gas radiator heating • Many original 
features • Popular location • No upward chain 


Ref: 527261482 


Newmarket © 01638 660303 


Ref: 527203414 


Newmarket © 01638 660303 


Newmarket 


O.I.T.R.O. £170,000 ■ Newmarket 



• Victorian terrace house • 2 double bedrooms 

• First floor bathroom • Entrance hall • Lounge/diner 

• Kitchen • Rear lobby/utility • Cloakroom • Courtyard 
garden • No upward chain 


Ref: 118448 


Newmarket © 01638 660303 


• Semi detached house • 3 bedrooms • Lounge 

• Kitchen • Dining room • Bathroom • Gas radiator 
heating • Front and rear gardens • Popular location 

• No chain 


Ref: 118444 


Newmarket © 01638 660303 


£156,995 ^ Newmarket O.I.T.R.O. £159,995 

MUST BE VIEWED 


• Semi Detached Flouse • Two Double Bedrooms 

• Cloakroom • Kitchen • Lounge/Diner • First Floor 
Bathroom • Front & Rear Gardens • Two Parking 
Spaces • Viewing Essential 


Ref: 527259445 


Newmarket © 01638 660303 



• Town location • End terrace house • 3 bedrooms 

• 2 reception rooms • Double glazing • Gas radiator 
heating • En suite shower • Garage • Allocated parking 


Newmarket 


O.I.T.R.O. £209,995 ■ Isleham 



• Bay fronted Victorian terrace house • Loft conversion 

• 4 bedrooms • First floor bathroom • Gas radiator 
heating • Cloakroom • Sitting room • Dining room 

• Kitchen • Mature gardens 

Ref: 118452 Newmarket © 01638 660303 


Ref: 119667 

^^Newmarte^^^63^6030^B 

^■ 

Moulton 

O.I.T.R.O. £235,000 

| VACANT 




• Semi detached house • Versatile accommodation 

• Sitting room • Master bedroom with en suite • Snug 

• Dining area • Kitchen and separate utility • 3/4 
bedrooms • Family bathroom • Popular village location 

Ref: 119654 Newmarket © 01638 660303 


• Detached bungalow • 2 bedrooms • Lounge 

• Conservatory • Kitchen • Front and rear gardens 

• Garage and drive • Double glazing • Oil radiator 
heating • Chain free 


Newmarket © 01638 660303 



• Delightful central cottage • 2 bedrooms 

• First floor bathroom • Gas radiator heating • Lounge 

• Kitchen/diner • Well presented garden • Entrance 
lobby • Rear access • Viewing essential 


Newmarket © 01638 660303 


£174,995 Newmarket 

REDUCED 



• Modern end terrace house • Entrance hall 

• Cloakroom • Sitting room • Separate dining area 

• Kitchen • 3 bedrooms • Family bathroom • Enclosed 
garden and single garage • No upward chain 


Ref: 118451 


Newmarket © 01638 660303 



• Modern detached house • 3 good bedrooms 

• Master with en suite • Cloakroom • Lounge/diner 

• Kitchen/breakfast • Gas radiator heating • Select 
development within popular village • Enclosed rear 
garden • No chain 

Ref: 527086698 Newmarket © 01638 660303 



YOUR MOVE 

16a High Street, Newmarket, Suffolk CB8 8LB 


call 01638 660303 

* Source: Hitwise January 06 
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Isleham O.l.T.R.O. £435,000 Woodditton O.l.T.R.O. £499,995 



The Paddocks is 
a quite stunning 
4/5 bedroom 
detached family 
bungalow enjoying 
views over paddock 
land. The Paddocks 
have been carefully 
planned to offer 
modern facilities, 
including gas radiator 
heating, high quality 
fitted kitchen and 
bathrooms as well as 
home security. 


Ref: 115855 Newmarket © 01638 660303 




purchase, in our 
opinion a magnificent 
four bedroomed 
detached family 
residence situated in 
good sized grounds in 
a rural location, 
approximately three 
miles from 
Newmarket. 

Viewing is highly 
recommended to 
appreciate the full 
potential of this home. 


Ref: 526997971 Newmarket © 01638 660303 


Red Lodge O.l.T.R.O. £319,995 



This attractive 
detached family home 
has been finished to 
the highest of 
standards and 
benefits from the 
remainder of its 
N.H.B.C guarantee. 
This property offers 
a very high standard 
of living with versatile 
accommodation over 
three floors. Viewing 
is essential to 
appreciate this family 
home. 

Ref: 118450 Newmarket © 01638 660303 


Exning 

O.l.T.R.O. £369,995 


A 1920's four 
bedroom detached 



family home with an 
interesting past. 
Originally the property 
was two separate 
dwellings and one 
served as a post 
office. The property 
now boasts spacious 
living accommodation 
as well as mature 
gardens, work shop 
and double garage. 
Viewing is essential to 
appreciate this home. 

Ref: 118443 Newmarket © 01638 660303 


Dullingham O.l.T.R.O. £364,950 Newmarket O.l.T.R.O. £399,950 



Tucked away in 
a quiet cul de sac 
within the popular 
village of Dullingham 
stands this elegant 
four bedroom 
detached family 
home. From both the 
lounge and dining 
room you can enjoy 
the views over the 
open fields beyond 
the L shaped garden. 
The property is vacant 
and viewings can be 
arranged via our 
office. 

Ref: 118457 Newmarket © 01638 660303 




five bedroom 


detached family home 
which has under gone 
an extensive 
refurbishment 
programme by the 
present owners. 
Situated within 
a highly regarded 
cul de sac close to the 
town the property 
stands well back from 
a tree lined road with 
a good sized enclosed 
rear garden and 
double garage. 

Ref: 117733 Newmarket © 01638 660303 


Newmarket 

16A High Street 

© 01638 660303 
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£ 305,000 


Semi detached cottage, exposed timbers 
& beams, dining area, lounge area, kitchen, 
3 bedrooms, bathroom, gardens, garage. 


Soham 



now oiro £ 189,995 no chain 


Extended chalet style bungalow, lounge, 
dining room, kitchen, utility area, master 
bedroom, en suite, 3 further bedrooms, 
bathroom, gardens. 



£ 185,000 

Detached bungalow, corner plot. 2 bedrooms, 
gas heating, double glazing, garage, 
extensive parking, gardens, popular location. 



oieo £ 130,000 

Well presented 2 bedroomed ground floor 
apartment, new UPVC double glazed windows 
& door, garden, parking, some views over 
open countryside. 



now £ 152,500 

Generous, well presented terraced house, 
wc, kitchen, lounge/diner, 2 bedrooms, 
refitted bathroom, gardens. 


Newmarket 



£ 99,995 no chain 


One bedroom apartment for purchasers over 
55, appealing views, lounge/diner, kitchen, 
shower room, communal gardens and 
parking. 


Burwell 



£ 199,995 


Extended, 3 bedroom semi detached 
bungalow, kitchen, dining room, lounge, 
conservatory, bathroom, single garage, 
off road parking, garage. 


Newmarket 



oieo £ 160,000 


Well presented modern house, gas central 
heating, lounge, kitchen/breakfast room, 2 
bedrooms, shower room, garden, parking. 


Newmarket 



£102,000 no chain 


First floor studio apartment. Recently 
refurbished throughout, Ideal for first time 
buyers. 


HOME 

SEARCH 


Mr and Mrs T. 
looking in 
Red Lodge 
up to £140,000 

Miss M. 
looking in 
Newmarket 
up to £140,000 

Mr and Mrs D. 
looking in 
Newmarket only 
up to £200,000 

Miss W. 
looking in 
Soham 

up to £140,000 

Miss T. 
looking in 
Burwell 

up to £200,000 

Mrs H. 
looking in 
Newmarket 
up to £180,000 


Mr D. 
looking in 
Newmarket 
up to £125,000 


Miss W. 
looking in 
Fordham 
up to £160,000 


Can 

you help? 


Usual commission 
required if sale results. 


The best move you’ll make 


Newmarket 01638 665731 

www.januaryscountrywide.co.uk 


OmbndEnuii 

-.K 


OFT 
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daniel james 

estate agents 


Areas: Newmarket Mildenhall 
Burwell Haverhill 

www.daniel-james.co.uk 


thinking of selling? 

INSTRUCT US NOW AND PAY ONLY 

PLUS VAT 

includes your 
Home Information Pack 

NO SALE - NO FEE 

Subject to a minimum fee of £1,500 plus VAT. Terms and conditions apply. 

IF YOU HAVE INSTRUCTED ANOTHER AGENT TO SELL YOUR PROPERTY ON A SOLE AGENCY/SOLE SELLING RIGHTS BASIS, THE TERMS OF THOSE INSTRUCTIONS MUST BE 
CONSIDERED TO AVOID POSSIBLE LIABILITY TO PAY TWO COMMISSIONS. 




LAKENHEATH 
Guide Price £,199,950 

A spacious detached bungalow 
located towards the end of a cul- 
de-sac within this popular village. 

The accommodation comprises of: entrance 
porch, entrance hall, lounge, conservatory, 
kitchen, dining room, utility room, three 
bedrooms and a re-fitted bathroom. Outside 
there are gardens and a detached garage. 




ISLEHAM 

Guide Price £269,950 


This attractive and spacious 
detached bungalow has been 
modernised by the current owners 
to offer a re-fitted kitchen and 
a superb bathroom. 

The home offers: lounge/diner, kitchen/ 
breakfast room, utility room, inner hall, 
four bedrooms and a bathroom. Gardens 
and off road parking. No Onward Chain. 



MILL GREEN 
Guide Price £325,000 


Located in a rural position is this 
extended semi-detached home 
offering modern additions to 
include a PVCu conservatory 
and en-suite facilities. 

The home offers: cloakroom, sitting room, 
kitchen/breakfast room, utility room, lounge, 
conservatory, three bedrooms, en-suite 
and bathroom. Gardens and garage. 




0845 602 2557 
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CAMBRIDGE NEWMARKET SAFFRON WALDEN 


ELY HAVERHILL LONDON 



Barrow £349,950 


An outstanding extended and improved detached bungalow 
with flexible accommodation and the possibility of an annexe, 
4 bedrooms and 2 ensuites, 3 reception rooms and a large 
private south west facing garden. 



Ashley £229,950 


A superbly presented modernised period house close to the 
centre of the village with 3 bedrooms, garden, car port and 
parking. 



Red Lodge £155,000 

A beautifully presented 2 bedroom house with ground floor 
cloakroom, quality fitted kitchen, 2 double bedrooms, south 
facing garden and allocated parking. 



Newmarket £127,500 


A superbly presented 1st floor apartment situated with views 
along the High Street and excellent access for the towns 
amenities. The accommodation includes a delightful sitting/ 
dining area, a modern kitchen & bathroom, 2 bedrooms and 
off road parking. 



Newmarket £230,000 


A charming 4 bedroom townhouse standing in sought after 
Sackville Street just a short walk from the town centre. 
Versatile accommodation - rarely available. 



Newmarket £274,950 


A charming semi detached period town house situated a short 
distance from the High Street, superbly presented throughout 
with a wealth of original period features and character. 




ASHLEY £660,000 


An outstanding brand new detached property, 
built by Walkers (Established 1878), with 
4 double bedrooms and 2 ensuites, exceptional 
uninterrupted views to the front and rear, 
a high quality of finish and a large garden. 


FOR YOUR IDEAL HOME - 


LOOK NO FURTHER THAN: 



VIEW ALL OUR AVAILABLE 
PROPERTIES. YOU CAN ALSO 
REGISTER FOR OUR 
EMAIL ALERTS 


Meldreth House • Wellington Street • Newmarket • Suffolk • CB8 OHT • newmarket@cheffins.co.uk 
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Ashley 

£350,000 


Gazeley 

£325,000 


Newmarket 

£280,000 


Moulton 

£ 222,000 




A modern 4 bedroom detached house 
standing in a non-estate location with 
3 reception rooms, ensuite shower room 
and enclosed rear garden. NO CHAIN. 


A well presented modern detached property 
situated in a private cul-de-sac with 
4 bedrooms/1 ensuite, 3 reception rooms, 
views over countryside and NO ONWARD 
CHAIN. 


A superbly presented 3 bedroom detached 
chalet bungalow standing in Elliot Close, 
a sought after cul-de-sac, with a conservatory, 
a large garage and private South East facing 
gardens. 


A well presented extended 3 bedroom semi¬ 
detached property standing in an established 
cul-de-sac with a fitted kitchen/dining room 
and a garage/ workshop. 



Red Lodge 
£215,000 

A beautifully presented 3 bedroom house 
with cloakroom, superb fitted kitchen, ensuite 
shower room, 3 double bedrooms, garage 
and enclosed rear garden. 



Newmarket 

£350,000 

A modern detached house forming part of 
sought after Hallwyck Gardens ideally located 
close to the High Street and Rowley Mile 
Racecourse. RARELY AVAILABLE - 
NO CHAIN. 



Newmarket 

£250,000 

An extended and improved individual period 
semi-detached property with a superb 
kitchen/dining area, 3 double bedrooms, 
a first floor bathroom and ground floor 
cloakroom, gardens to the rear and a garage. 



Isleham 

£152,500 


A superbly presented modern semi-detached 
house situated close to the edge of the 
village with a refurbished fitted kitchen / 
dining room, 2 bedrooms and a first floor 
bathroom and space to side for a possible 
extension (subject to obtaining planning 
consents). 



Newmarket 

£249,995 

A modern 4 bedroom detached house 
standing South of the town with garage, 
conservatory, cloakroom and parking for boat/ 
caravan etc. 



Haddenham 

£795,000 

An attractive residential grassland farm 
conveniently situated on the edge of the 
village and ideal for equestrian or agricultural 
use comprising spacious detached farmhouse 
with 4 bedrooms, substantial farm buildings 
and approximately 15.32 hectares (37.84 
acres) of grass fields and paddocks all within 
a ring fence. 



Isleham 

£249,995 

A superbly presented individual modern 
4 bedroom detached standing a non-estate 
location close to the heart of the village with 
south facing gardens, 3 reception rooms and 
garage parking. 



Bottisham 

£399,000 

A stylish and beautifully presented modern 
detached house occupying an outstanding 
and quite delightful tucked-away position 
backing onto farmland in this highly regarded 
village. 


Meldreth House • Wellington Street • Newmarket • Suffolk • CB8 OHT • newmarket@cheffins.co.uk 
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BUR WELL <ET SAFFRON WALDEN 



Burwell £400,000 


A beautifully presented 4 bedroom detached house with 
3 reception rooms, conservatory and large boarded loft area 
suitable for conversion. NO CHAIN. 



Burwell £299,950 


A modern well presented detached family house comprising 
4/5 bedrooms -1 with ensuite, sitting room, dining room, 
kitchen/breakfast room, enclosed rear garden and garage. 



Burwell £227,500 


An excellent 3 bedroom detached house with 2 reception 
rooms, ensuite shower room and enclosed rear garden. 
No chain. 



Burwell £319,500 


A superbly presented detached house delightfully situated on 
the edge of a popular development with a south facing garden 
and open views over farmland, 4 bedrooms with 2 ensuites, 
a conservatory/ garden room, 3 reception rooms and a double 
garage. 



Burwell £237,000 


A beautifully presented 3/4 bedroom house with 2 reception 
rooms, ensuite shower room, garage and enclosed rear 
garden. 



Burwell £205,000 


A well presented 2 bedroom detached bungalow standing on 
a corner plot with a south facing rear garden, full double 
glazing and gas central heating. NO CHAIN. 


ELY HAVERHILL LONDON 



Burwell £620,000 


A substantial Grade II L isted early 17th Century oak 
timber framed house with a wealth of historic and 
architectural period features, delightful accommodation 
on 3 floors, 5/6 bedrooms, 3 large reception rooms and 
delightful south facing walled gardens. 


For the very best specialist 
advice telephone 

01638 743333 


Burwell • 01 638 743333 • cheffins.co.uk 
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01638 663228 


Cheffins 



Residential Lettings 

CAMBRIDGE NEWMARKET ELY 
SAFFRON WALDEN HAVERHILL LONDON 

/1RLI\ / \ R|( s ^ 

Association of Residential Letting Agents ' yr Tli ' * it 




The Professional Approach 
to Residential Lettings 


Hkf 


Contact Teresa Tate at Residential Lettings on 01 638 663228 or email teresa.tate@cheffins.co.uk. 



Newmarket £575pcm 

A well presented modern 2 bedroom ground 
floor apartment forming part of a well regarded 
address with outstanding south easterly aspect 
over Warren Hill Gallops. NO PETS. 



Newmarket £600pcm 

A well presented 2 bedroom end terrace house 
with sitting / dining room, first floor bathroom, 
gas central heating and courtyard garden. No 
Pets / Smokers / Sharers. AVAILABLE NOW. 



Newmarket £600pcm 

A superbly presented Victorian terraced property 
on the favoured south side of town with 2 double 
bedrooms, 2 receptions rooms and a refurbished 
kitchen and bathroom. AVAILABLE NOW. 



Newmarket £600pcm 

A superbly presented bay fronted terraced 
house with 2 bedrooms, gas central heating 
and a garden. No smoking, no pets. 



Newmarket £650pcm 

A delightful Victorian townhouse in a central 
location with accommodation on 3 levels. 

2/3 bedrooms, gas central heating. NO SHARERS, 
NO PETS. AVAILABLE END OF DECEMBER. 



Newmarket £650pcm 

A modern 2 bedroom house in immaculate 
condition with fitted kitchen, double glazing, gas 
central heating, rear enclosed garden, garage 
and off road parking. 



Newmarket £675pcm 

A superbly presented second floor apartment 
with 2 double bedrooms, a new kitchen and 
bathroom. 



Newmarket £850pcm 

A modern 3 bedroom detached house with 
ensuite, parking and garden. Located a short 
distance of the High Street. AVAILABLE NOW 


Residential Sales 



Newmarket £144,950 

A well presented Period terrace property in a favoured South 
town location with 2 double bedrooms a first floor bathroom 
and NO CHAIN. 


Exning £480,000 

A character period property delightfully situated close to 
the heart of the village. Subdivided into 3 large apartments, 
the property offers tremendous potential for improvement 
or conversion, subject to the usual planning consents. 


Newmarket £659,950 

An impressive individual 5 bedroom detached house standing 
in a sought after location with picturesque views over stud 
paddocks. 


Meldreth House • Wellington Street • Newmarket • Suffolk • CB8 OHT • 01638 663228 
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Newmarket £164,995 

A modern 2 bedroom semi-detached house standing in a cul- 
de-sac location with gas central heating, double glazing and 
a long rear garden. 


Fordham £345,000 

An impressive 4/5 bedroom detached house beautifully 
refurbished and standing within large gardens in a non-estate 
position on the outskirts of the village. 


Tuddenham £365,000 

A brand new individual detached house standing in a non¬ 
estate village location with a long rear garden, superb 
accommodation on 3 floors, an outstanding open plan kitchen/ 
dining area, 2 ensuites and a ground floor cloakroom. 



421731 


Red Lodge £289,950 



Moulton £225,000 



Cheveley 


£389,950 


A well presented 3 storey detached house standing in an 
established cul-de-sac with 4 bedrooms - 2 ensuites, 

2 reception rooms and generous garden. 


A modern detached bungalow standing in a superb setting 
with far reaching open views. RARELY AVAILABLE - 
NO CHAIN. 


A substantial detached 5 bedroom house with 3 reception 
rooms, 3 bathrooms and large newly fitted kitchen. RARELY 
AVAILABLE - EARLY VIEWING RECOMMENDED. 



Newmarket £650,000 


The Darley is a 5 bedroom detached house set over 

3 floors located on an exclusive development of individual 

4 & 5 bedroom detached homes set in 27.4 acres of secluded 
parkland. For full details TEL: 01638 663228. 



Gazeley £450,000 

A delightful Grade II Listed detached thatched cottage 
standing in secluded gardens with a wealth of charm and 
character, exposed timbers, an inglenook fireplace, a superb 
modern kitchen, 4 bedrooms and no onward chain. 



Newmarket £400,000 


A superbly presented detached house standing in a sought 
after town location with 4 double bedrooms, 2 ensuites and 
an outstanding kitchen-dining room/ conservatory. 


Meldreth House • Wellington Street • Newmarket • Suffolk • CB8 OHT • newmarket@cheffins.co.uk 
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• A great deal for all first time buyers and key workers 

• Own 100% of the home for 75% of the price with Dream Start 

• No deposit to pay 

• Stamp duty paid 

• Legal fees up to £1,000 paid 

• Carpets included 

• You pay no interest or rent on the other 25% for up to 10 years 


St. Felix Park, Avocet Grove, 
Soham CB75XE 

3, 4 & 5 bedroom homes from £189,700 


Showhomes open daily 11am to 6pm 

Call 01353 722918 

Central sales call 01604 664545 

www.barratthomes.co.uk 


HOMES 

built around you 


Soham 


TO 

Newmarket 


Offer is only available on selected properties priced up to £250,000. A £500 Dream Start commitment fee is payable at reservation stage but is fully refundable on legal completion. Subject to status and Barratt terms and conditions, including legal completion by 28th March 2008. 
Written details available on request. Barratt Homes cannot give you any financial advice. YOUR HOME MAY BE REPOSSESSED IF YOU DO NOT KEEP UP REPAYMENTS ON YOUR MORTGAGE. Typical example: Purchase a property at £150,000, 75% is payable at time of purchase. 

If the property is sold or transferred for £160,000 then 25% (£40,000) is payable to Barratt. If the property is sold or transferred for £140,000 then 25% (£35,000) is payable to Barratt. Details, offers and prices correct at time of going to press 28/1/08 but could change without notice. 


A brand new 3 bedroom home 

from iust 


Only one 
available 
on this 
fantastic 
deal! 


Plot 56 - The Sutton 3 bedroom home 
List price £189,700 

Dream Start Price £142,275 



*Price of £134,995 is 75% of the full price of £179,995, for plot 66, a 3 bedroom home and is only valid through the David Wilson Homes Easy Start scheme. Offer is only available on selected properties priced up to £250,000. A £500 Easy Start commitment fee 
is payable at reservation stage but is fully refundable on legal completion. Subject to status, availability and terms and conditions, including exchange of contracts within 28 days and legal completion by the specified date. Easy Start scheme cannot be used in 
conjunction with any other David Wilson Homes offer. Full details are available at the marketing suite. David Wilson Homes cannot give you any financial advice, all offers are subject to the use of a David Wilson Homes recommended Financial Advisor. YOUR 
HOME MAY BE REPOSSESSED IF YOU DO NOT KEEP UP REPAYMENTS ON YOUR MORTGAGE. Prices and details are correct at time of going to press. Images are typical of David Wilson Homes. Typical example: Purchase a property at £175,000, 75% is 
payable at time of purchase. If the property is sold or transferred for £185,000 then 25% (£46,250) is payable to David Wilson Homes. If the property is sold or transferred for £165,000 then 25% (£41,250) is payable to David Wilson Homes. 
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Newmarket £177,500 

A Delightful Victorian Bay Windowed 
Cottage Of Spacious Proportions 
Enjoying Attractively Presented 
Accommodation Including A Large 
Fitted Kitchen, Spacious First Floor 
Bathroom & 80ft Rear Garden 




Newmarket £165,000 

A Very Smart 2 Bedroom Modem House 
With Enclosed Garden & Garage. Popular 
Location South Of The Town Centre 
& Convenient For The Railway Station. 



Kentford £199,500 

A Very Spacious & Charming 3 Bedroom 
Victorian Cottage Set Within A popular 
Village Location With Convenient Access 
For Cambridge, Newmarket & Bury St 
Edmunds. Early Viewing Recommended 


NK 



Newmarket £142,500 

A 2 Bedroom Victorian Terrace Property 
Situated On The Favoured South Side 
of Town With 2 Reception Rooms And 
A First Floor Bathroom. No Onward Chain 



Fordham £179,950 

Attractively Situated In An Elevated 
Position Within This Much Sought After 
Village An Extended Semi-Detached 
Bungalow Enjoying A Modern Fitted 
Kitchen, Conservatory & Garden. 




Worlington 


£240,000 


Newmarket 


A Stunning Period Former School House 
Providing Quite Superb, Versatile, Low 
Maintenance Accommodation Set Over 
Two Floors. 

Early Viewing Highly Recommended 


A Superb And Beautifully Refurbished 
1st Floor Studio Apartment Providing Ideal 
Accommodation For First Time Buyers. 

Viewing Essential To Avoid 
Disappointments. NO CHAIN 


£99,950 


Moulton 


£325,000 


Set Within Large Gardens & Enjoying Views 
To The Front Towards Farmland A Delightful 
Period Cottage Of Charm & Character 


Burwell 


£289,950 


An Attractively Presented & Much 
Improved Detached 4 Bedroom 
Family House Pleasantly Situated 
On A Corner Position Within A Well 
Regarded Cul-De-Sac. 


pocock&shaw 

Independent Estate Agents 


www.pocock.co.uk 


Register Online Now for Instant Email Alerts 


C057169/PS 
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Mildenhall £217,500 

Attractively Situated At The End Of A Cul De Sac 
A Detached And Extended House Enjoying 
A Stunning Large Conservatory, Landscaped 
Garden With Timber Deck & Summer House. 


Newmarket £239,950 

A Spacious & Immaculately Presented 
3 Bedroom Semi-Detached House Which 
Has Recently Undergone A Programme 
Of Refurbishment And Improvements. 


Burwell £225,000 

An Attractive Bungalow Which Has Recently 
Benefited From Considerable Upgrading 
& Improvement To Provide Light & Airy 
Accommodation. 


01638 668284 




Moulton £295,000 

A Beautiful, Light & Airy Detached 3 Bedroom 
Bungalow Presented To An Exceptionally High 
Standard With A Delightful Garden Enjoying 
Views Towards Open Fields. 


Burwell £232,500 

A Stunning Detached 3 Bedroom House With An 
Ensuite To The Master Bedroom And An Attractive 
Enclosed Garden. SUPERB VALUE 


Barton Mills £250,000 

A Semi Detached Grade II Listed Period Cottage 
Of Charm and Character Enjoying An Attractive 
Garden With Outbuildings & Garage. Now In 
Need Of Renovation And Improvement 


Isleham £239,950 

An Outstanding 3 Bedroom Detached Period 
House Of Immense Charm & Character Having 
Just Been Skilfully & Lovingly Restored To Provide 
Simply Stunning Living Accommodation 


The Rental Department 



Granby Street £1,200 PCM 

An Imposing 3 Bedroom, Double Fronted 
House Of Charm And Character Located 
In An Excellent Central Position On Granby 
Street. 



Park Avenue £695 PCM 

Situated Only A Short Distance From The 
Town Centre, A Brand New 2 Bedroom 
House Comprising Of: Kitchen, Sitting 
Room, 2 Bedrooms, Bathroom, Parking. 



All Saints Road £725 PCM 

A Particularly Well Presented Part Furnished 
3 Bedroom Terraced Property In A South 
Central Location. 



Burwell £550 PCM 

A Modern Two Bedroom House On A 
Popular Development. Living Room With 
Kitchen Area, Bathroom, Enclosed Rear 
Garden, Parking. 



Birdcage Walk £795 PCM 

An Impressive Two Bedroom Ground Floor 
Apartment Set Within An Elegant 
Substantial Period House Surrounded By 
Landscaped Gardens. 



Newmarket £550 PCM 

A Choice Of 3 Furnished Trendy & Stylish 
Apartments Situated In A Large Period 
House Just To The South Of The Town 
Centre. 



Ashbourne Court £625 PCM 

A Luxury Ground Floor 1 Bedroom 
Apartment With Large Lounge, Kitchen 
Area, 1 Double Bedroom And Luxury 
Bathroom. Allocated Secure Parking. 



Fordham £650 PCM 

A Very Spacious 2 Double Bedroom Semi 
Detached Modern House In A Very 
Popular Village Location. Benefiting From 
Off Road Parking. 



Second Floor Apartment Within Minutes Of 
The Town Centre And High Street. Living 
Room, Kitchen, 2 Bedrooms, Bathroom. 
Allocated Parking Space. 



Fordham £675 PCM 

A recently refurbished 3 bedroom semi 
detached house with off road parking, 
good sized garden and situated in a very 
popular residential area. 



St Phillips Road £750 PCM 

A Semi-Detached House Enjoying 
Spacious And Beautifully Presented Living 
Accommodation. Having Three Good Size 
Bedrooms. 



C,* IH-fi u 



All Saints Road £900 PCM 

In An Excellent Central Location A Superb 
3 Storey, 3 Bedroom Town House With 
2 Off Road Parking Spaces 



Lower Hare Park £1,600 PCM 

Superb Property Just South Of Newmarket 
Surrounded By Fields. Living Room, 
Separate Dining Room/Study, Stunning 
Large Kitchen And Family Room 



Nat Flatman Street £625 PCM 

An End Of Terrace Two Bedroom Victorian 
Cottage Having Recently Been Updated 
And Improved To Include A Modern 
Kitchen And Bathroom, Gas Heating. 



Warrington Street £695 PCM 

A Superbly Fitted Terraced Cottage In 
An Excellent Location South Of The High 
Street. Two Reception Rooms, Well Fitted 
Kitchen, Conservatory, 3 Bedrooms 
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OFFERS in excess of 
£200,000 are invited for this 
nicely presented and 
deceptively spacious 
detached family home. Set 
on a large corner plot in 
Rookery Green, Beck Row, 
the property has 
accommodation including a 
study, cloakroom, kitchen, 
lounge/diner, four bedrooms 
and a bathroom. Outside 
there is a garage, a front 
garden, and a generous 
lawned rear garden with a 
brick-built store and a raised 
area with a pergola. 

Viewing is by appointment 
with Januarys on (01638) 
665731. 


YOUR GUIDE TO 
MOVING HOME 



1 


Moving home can be a complicated business and, in the hectic run to the big 
day, it is all too easy to forget something vital. The Property News offers their 
readers this handy checklist that should help avoid major pitfalls. We suggest 
you tick off the items as you deal with them... 


WITH FOUR WEEKS TO GO: 


I—. Get estimates from removal companies, checking that comprehensive insurance cover is 
IJ available against damage or loss. Is there a packing and unpacking service? Confirm the 
date of your move with the firm you have chosen. 

□ Check on your home contents insurance policies to ensure that you are covered for the 
move, and covered at your new address. 

□ Make arrangements for your gas and electricity meters (plus water meters where relevant) 
to be read and all your appliances to be disconnected on the day of your move. 

□ Arrange to take over gas and electricity at your new address, and make sure that all 
appliances will be properly fitted, plumbed or connected. 

□ Notify British Telecom and ask them to make the necessary arrangements for a final account 
at your present address, and for taking over or installing telephone facilities at your new 
home. 

Q Arrange for change of address cards to be printed. 


WITH TWO WEEKS TO GO: 


□ Confirm all arrangements, times etc, for meter readings, disconnections and reconnections, 
with authorities and with your buyer and seller. 

□ Make sure you have a good stock of packing materials, including sturdy boxes and plenty of 
string and sticky tape. 

□ Begin to throw out unwanted items from attics, wardrobes. What you really don't want you 
may as well dump now, or send to charity. It's a great time for a good sort out! 


WITH ONE WEEK TO GO: 


□ Send off change of address cards. 

Q Arrange and pay for automatic redirection of your mail by the Post Office. 

□ Cancel and pay up accounts for routine delivery services such as milk, groceries, fuel and 
your Cambridge Evening News. Re-organise these deliveries for your new address. 

□ Defrost refrigerators in preparation for move and, if you are moving a freezer and its 
contents, turn it up to maximum for a couple of days before you move. 


WITH ONE DAY TO GO: 


□ Complete your packing except for those items you are likely 
to need overnight, and prepare a picnic for moving day. 

Have a large enough cash 'float' available to deal with 
unexpected expenses, and make sure you have collected 
documents and valuables together in a safe place. 

□ Cover carpets which are being left behind, so as to minimise 
damage during furniture removal. 

□ Check through previous lists to make sure nothing has been 
overlooked, then enjoy a worry-free early night! 


2 


ON MOVING DAY: 


J Strip beds and pack bedding and nightclothes. 

Q Pack items for washing/toiletries. 

Q Take down curtains. 

Q Take up rugs, carpets, floor coverings, as required. 

Q Dismantle any light fittings etc., not included in the sale. 
Q Turn off electric appliances. 

Q Disconnect cooker. 

Q Turn off boiler/central heating. 

Q Turn off water. 

Q Read gas meter. 

Q Read electricity meter. 

Q Secure all windows. 

Q Lock all doors. 

J Leave key as arranged with new owners. 

□ 


On arrival at your new home, unpack slowly and 
methodically so that you can check for loss or damage. 


3 EXTRA HINTS FOR 
A SMOOTH MOVE... 


WHO TO NOTIFY: 


| | Banks. 

□ Building Societies. 

Q Credit companies. 

Q Insurance companies. 

Q Gas, Electricity and Water Boards. 

Q Telephone company. 

□ Local Authority (Rating Department). 

□ Driving Licence authorities. 

□ Inland Revenue. 

Q Store cards and accounts. 

Q Other lease, hire or rental companies. 

Q Employer. 

Q Doctor. 

□ Dentist. 

□ Schools. 

□ Professional Bodies/Trade Unions. 

□ Motoring organisations. 

Q Newsagent. 

Friends and relatives. 

FIUK1 
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Easy access to A11 /A14 



THIS semi-detached 
bungalow is in 
Heathersett Way, Red 
Lodge, with easy 
access to the 
A11/A14. 

The property, which is 
on the market for 
£145,000 with no 
upward chain, has an 
entrance hall, 
living/dining room, 


kitchen, two bedrooms 
and a bathroom. 
Outside there is a 
driveway leading to a 
garage, a lawned front 
garden, and an 
enclosed rear garden. 
To arrange a viewing 
call Anne Cable 
Independent Estate 
Agents on (01638) 
661111. 


A very qualified success 



TERESA Tate, lettings 
manager at leading 
independent estate 
agent Cheffins, has 
passed her legal comp¬ 
etency exam and quali¬ 
fied as a member of 
ARLA, the association of 
independent letting 
agents. 

“Having worked as 
lettings manager for 
Cheffins’ Newmarket 
office for five years, and 
having studied for the 
exam for the last six 
months, it is rewarding 
for me to have achieved 
this qualification,” said 
Teresa. “Property 
management legislation 
changes frequently, and 
being a member of a 
professional body allows 
me to keep up to date.” 
Teresa manages a busy 


team at the office which, 
with more than 200 
properties, is one of the 
largest lettings agents in 
Newmarket. 

As members of both the 


RICS and ARLA, 
Cheffins are recognised 
for their professionalism 
and level of expertise in 
each of their five local 
branches. 




Acacia Property 

Maw cement 



Westhorpe, Burwell, Cambs. 

A modern two bedroom semi 
detached bungalow. Entrance hall, 
modern fitted kitchen, good size 
lounge/diner, 2 good size bedrooms, 
newly fitted bathroom. Front garden, 
parking and garage, rear garden, 
gas central heating, unfurnished. 
Rent: £595.00 per calendar month 
Available from 10/02/2008 



Old Rectory School, Brookside, 
Moulton, Newmarket 

A character 1 bedroom apartment 
being a conversion of a former 
school house. Fitted kitchen with 
appliances, lounge, dining area, 
bedroom with fitted wardrobes, new 
bathroom and shower. Garden, 
parking E7 heating. 

Rent: £600.00 per calendar month 
Available from 13/12/2007 



Lowther Street, Newmarket 


A central modernised two bedroom 
house in a quiet no through road 
retaining many original features. 
Lounge, dining room, modern fitted 
kitchen, two good size bedrooms, 
upstairs bathroom, gas heating. 

Rent: £625.00 per calendar month 

Available Immediately 


Property is in a popular location 

THIS modern 
semi-detached 
house is situated 
in Whitegates, 
close to The 
Gallops on the 
popular south 
side of 

Newmarket. On 
the market for 
£225,000, it has 
accommodation 
including a 
lounge, dining 
room with doors 
to the garden, 
kitchen, three 
bedrooms and a 
bathroom. 
Outside there is 
a driveway 
leading to a 
garage, and an 
enclosed rear 
garden which is 
mainly laid to 
lawn with 
shrubs, a shed, 
and a patio area. 
Further 
information is 
available from 
Anne Cable 
Independent 
Estate Agents on 
(01638) 661111. 



sis 


Moorhen, Isleham Marina, 
Isleham, Suffolk 

2 bedroom floating riverside lodge 
with mooring space and front 
garden. Open plan living/kitchen 
area with modern fitted kitchen 
units. Shower room, 1 double 
bedroom, 1 single bedroom. Gas 
central heating. 2 parking spaces. 
Rent: £675.00 per calendar month 
Available immediately 


Freshfields, Newmarket 

A 3 bedroom house a short walk 
from the town centre. Entrance hall, 
lounge/diner, modern fitted kitchen, 
3 bedrooms, bathroom and shower, 
w.c. front and rear garden. Gas 
central heating. 

Rent: £695.00 per calendar month 

Available from 12/12/2007 


Acorn Way, Kings Warren, 

Red Lodge, Suffolk 

A newly built three bedroom house. 
Ground floor: entrance hall, 
cloakroom, fitted kitchen with all 
appliances. First floor: lounge, 
bedroom 2. Second floor: master 
en-suite bedroom, family bathroom 
and bedroom 3. 

Rent: £825.00 per calendar month 

Available immediately 



The Street, Saxon Street, 
Newmarket 

Four bedroom detached house in 
popular village location. Hallway, 
large lounge diner, kitchen, shower 
room, study, 4 bedrooms, family 
bathroom, gardens and parking, oil 
central heating. 

Rent: £750.00 per calendar month 

Available Immediately 



1 . 

■JIB 


Russet Drive, Kings Warren, 

Red Lodge 

A newly built three bedroom house. 
Ground floor: entrance hall, 
cloakroom, fitted kitchen with all 
appliances. First floor: lounge, 
bedroom 2. Second floor: master 
en-suite bedroom, family bathroom 
and bedroom 3. 

Rent: £825.00 per calendar month 

Available immediately 



Marigold Drive, Red Lodge, 

Bury St Edmunds 

Newly decorated and well presented 
spacious four bed family home. 
Entrance hall, lounge, large kitchen 
with dining/family area, utility room, 
cloakroom. Four bedrooms, 
bathroom and shower, oil-fired 
heating, garage and gardens. 

Rent: £850.00 per calendar month 
Available immediately 


PROPERTIES ALWAYS REQUIRED 

01638 508158 

www.acacia-property.co.uk tfrightmove»* 
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INDEPENDENT ESTATE AGENTS 



Cheveley £175,000 


An upgraded three bedroom terraced residence within an 
attractive cul de sac location and offering well appointed 
accommodation and mature rear garden. 



Newmarket £137,500 


A secure and modern top floor apartment enjoying well 
proportioned and improved accommodation, situated in a 
prime High Street location with allocated parking at rear. 



Kentford £160,000 


An attractive end terraced brick and flint cottage home with 
off street parking, located to the edge of this popular village 
and providing convenient access to A14. 



MART 


01638 560 007 

fmarr-roLCom 


A Sign of things to come 




Newmarket £ 150,000 



Saxon Street £249,995 



Newmarket £ 155,500 


An impressive Victorian Cottage home with retained character 
features. Benefits include separate dining room, spacious first 
floor bathroom and superb modern kitchen. 


A modern and spacious detached four bedroom family home 
located only a few miles from Newmarket, within this 
picturesque country village. 


A delightful Victorian Cottage located only a short walking 
distance to the High Street. Presented to the highest of 
standards having benefited from extensive refurbishment. 




01638 560 007 


smart-resi.com 
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Upgraded 
Mazda5 in 
luxury aim 

NOW on sale in the UK, the 
upgraded 2008 Mazda5 range 
offers customers a nine model 
line-up with a choice of four 
powertrains and four 
equipment levels. 

Petrol and diesel engined models are 
priced from £14,760, with a new auto 
transmission available from March. 

Featuring a refreshed design, with 
new front and rear bumpers, light 
clusters, front grille and alloys, buyers 
can also opt for power sliding doors. 
The car’s interior has also been 
revamped to offer a more luxurious 
finish, while suspension settings have 
been tweaked for improved handling 
and refinement. A Sports Styling Pack 
is fitted as standard on the top two 
models. 

The engines have also been revised 
and the MZR 2.0-litre petrol models 
now benefit from an electronic throttle 
and sequential valve timing. 

The four equipment levels - TS, TS2, 
Sport and Sport Nav - are offered with 
a choice of two petrol and two diesel 
engines while every model in the new 
line-up delivers improved fuel 
consumption and C02 levels. 


Jaguar XF wins ‘What Car?’ ‘Car of the Year’ award 


THE Oscars might have the 
potential to be a wash-out this year 
but the car world award 
ceremonies are still going strong. 

The prestigious What Car? Car 
of the Year Awards took place at 
London’s Grosvenor House Hotel 
last week with the Jaguar XF 
winning the overall award in the 
ceremony’s 31st year. 

The great and the good of the 
automotive world descended on 
Park Lane last Thursday evening to 
find out the category winners and 
the overall winner. 

What Car? editor, Steve Fowler, 
said: “The XF has it all - it looks 
fantastic and has a classy, futuristic 
interior that gives it a real sense of 
occasion. On top of that it’s great 
to drive, whatever mood you’re in, 
and is a sound ownership 
proposition, too. Considering the 
quality of opposition it beat to win 
our Best Executive Car Award, it 
was an obvious choice for the 
overall award.” 

BMW and Mini were green, not 
with envy for missing out on the top 
prize, but for winning What Car ?'s 
Green Award for the first time. The 
award recognises the company’s 
achievements in using clever 
technology to reduce carbon 
dioxide emissions across the whole 
range of BMW and Mini cars. 

British car makers also did well 
at the awards. Unsurprisingly, Land 
Rover again dominated the 4x4 
categories - the new Freelander 2 



I TOP CAT... XF claims the prestigious crown. 


was named Best Compact 4x4 for 
the second year and the Discovery 
won the Best Large 4x4 award for 
the fourth year running - while the 
Oxford-built Mini Cooper S won 
the Best Hot Hatch award for the 
second time. 

Audi came away with the most 
trophies, including Best Perfor¬ 
mance Car for the new R8 and 
Best Coupe for the TT. Ford’s new 
Mondeo was named Best Family 
Car and Best Estate, while last 
year’s Car of the Year, the Vauxhall 
Corsa, was again named Best 
Supermini. 


The What Car? Car of the Year 
2008 winners are: 

Supermini: 


Small Family Car: 

Family Car: 
Estate Car: 
Compact 4x4: 

Large 4x4: 

Hot Hatch: 


Vauxhall 

Corsa 

Volkswagen 

Golf 

Ford Mondeo 
Ford Mondeo 
Land Rover 
Freelander 
Land Rover 
Discovery 
Mini 

Cooper S 


Coupe: Audi TT 

Open-Top: Volkswagen Eos 

Performance Car: Audi R8 
MPV: Citroen 

Grand C4 Picasso 

Compact Executive: 

BMW 3 Series 


Executive Car: 
Luxury Car: 

Green Award: 
Safety Award: 
Security Award: 
Car of The Year: 


Jaguar XF 
Mercedes- 
Benz S-Class 
BMW/Mini 
Mercedes-Benz 
Audi 

Jaguar XF 


Civic T^pe S easy to live with 


LET’S start with the look of 
it. 

Although the styling may not be 
everybody’s cup of tea, it looks 
good to me. Perhaps a little over- 
designed but very striking, 
especially in the Milano Red paint 
of this test car. 

The inside is almost as 
futuristic-looking as the outside. 
The instrument binnacle is highly 
driver-orientated, with the dials 
and switch-gear all displayed 
around the steering wheel. The 
speedo is set right back, near the 
highly raked windscreen and not 
far from the driver’s line of sight. 

The controls are simple and 
intuitive to use and the interior 
has some nice features, including 
a pale blue interior light that stays 
on constantly, a dimmable display 
and economy and rev indicators. 
The economy one illuminates up 
to six green lights, depending on 
how eco-friendly your driving 




I INTERIOR... futuristic-looking. 


Honcl's 
latest Civic 
full of fun 


style is, while the rev indicator 
lights up to six red dots, telling the 
driver how close they are to the 
engine’s red line! 

So, it looks good and has some 
nice touches but how well does it 
drive? Well, the 2.2-litre diesel 
engine is very nice, providing 
excellent fuel economy with more 
than adequate performance. The 
138bhp keeps the moving briskly 
along when wanted but the 2511b ft 
of torque is very handy, especially 
in a smallish car like the Civic. 
The 0-62mph acceleration figure of 
8.6 seconds sounds good but the 
most impressive feeling is when 
accelerating in gear. The pick-up 
and shove in the back in any gear, 
at almost any speed, is guaranteed 
to put a smile on your face, and the 
car feels quicker than the figures 
suggest. In terms of performance 
then, a very good showing, 
especially considering this is only 
Honda’s warm model, not the Type 
R hot hatch. 

The bonus of the diesel in this 
sporty model is that, no matter 
how hard you drive it, the mpg 
remains high and the emissions 



I THE HONDA CIVIC TYPE S ... battles the urban environment with ease. 


stay low. The quoted figure of 
54.3mpg is easily achievable while 
your conscience can be massaged 
with the 138g/km C02 output. 

The strong engine is 
complemented by the handling. In 
unsporty models, the suspension 
of the Civic is rather stiff, too 
much so for a comfortable family 
hatchback. On this Type S model 
though, it is spot-on. The Civic 
handles very well, giving the 
driver confidence on any surface 
and in any conditions. 

On the whole the Type S is very 
impressive, though there are some 
niggles. The lack of a rear wind¬ 
screen wiper does prove a problem 
for a few minutes into a journey 


after a night of rain or ice, and the 
spoiler halfway down it does 
impair visability a little. I banged 
my knee on the dashboard’s sweep 
to the door more than once and the 
suspension will be too stiff for 
some, but these are relatively 
trivial complaints and overall you 
can’t help but be impressed. 

Basically... 

An excellent car for single drivers, 
couples or young families which 
has good interior and boot space 
for most needs. The Civic will 
cruise at motorway speeds all day 
long, be enjoyable to drive down a 
B-road and it can battle the urban 
environment with ease. 


VERDICTI 

Honda Civic 

Type S 


Price 

£17,217 

Looks 

Stylish and space-age 

Handling 

Pin-sharp 

Practicality 

Reasonably good 

Performance 


Swift 

V 

J 

factfile 


Engine: 2.2-litre diesel 

Max. power: 

138bhp 

Top speed: 

127mph 

0-62mph: 

8.6 secs 

Economy: 

54.3mpg 

(Combined) 

Emissions: 

138g/km 

Jnsurance: 

Group lOC^ 
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* i Every one’s talking about 
Marshall Vauxhall Value" 


oHtf 


Vectra Exclusiv 1.8 5dr 
Delivery miles 07 57 


Zafira Breeze 1.6 5dr 
Delivery miles Q7 57 


• Air conditioning 

• Cruise Control 

• Steering wheel audio controls 


MRRP £14900 SAVE £4405 

FROM £10495 


ft 


• Air conditioning 

• Anti-lock Braking System 

• Dark-tinted glass front 


MRRP £15615 TAVE 

FROM £11045 


ft 


Zafira 1.8 Breeze also available in Metallic paint only £11770 ONLY 3 LEFT! 



TEL: 01223 352340 


04 (54) HONDA CIVIC SE Executive, IMA - No congestion charge, £35 
road tax model, manual, four door in silver with leather, only 
13k miles. £8,295 

05 (05) TOYOTA YARIS 1.3 Colour Collection, in silver, high spec trim 
level, alloys, PAS, etc, under 9k miles by sole lady owner.. £6,495 

06 (06) TOYOTA AYGO+ 1.0, 5 door version in ice blue metallic, CD 
tuner, ABS brakes, central locking, electric windows, PAS, very 
low tax & insurance.£6,250 

04 (04) NISSAN ALMERA 1.5 SVE, in immaculate ice blue metallic, really 
high spec inc climate control, sat nav & rear parking camera, 
30k miles. £5,995 

05 (05) NISSAN MICRA1.2 Urbis, in light metallic blue, air con, CD tuner, 
PAS, r/c/l, e/w, only 21k miles by 1 owner. £5,995 

04 (04) HYUNDAI ACCENT 1.6 CDX Automatic, in silver, air con, alloys, 
PAS, e/w, r/c/l, ABS, in near as new condition. £5,495 

04 (04) SEAT IBIZA 1.2 SX, in metallic red, five door model with climate 
control, air, PAS, r/c/l, e/w, alloys, 41k miles. £5,295 

03 (03) PEUGEOT 206 LX Automatic, five door model with a/c, PAS, r/c/l, 
e/w, metallic red, two owners, 41k miles.£4,995 

02 (02) VW GOLF 1.6 S, in metallic blue/green, five door model with full 
VW history, 71k miles, air con.£4,995 

97 (R) RENAULT LAGUNA 2.0 Executive, in metallic beige with grey 
leather, climate control, alloys, electric sunroof, excellent condition 
& service history. £1,795 

Eltisley Avenue • Newnham • Cambridge CB3 9JG 
Mobile: 07887 730113 


Up to 50 cars in stock on 
www.gp-cars.com 


GRAVELEY GARAGE 

High Street, Graveley 
St Neots, PEI 9 6PL 

♦ MOT WHILE-U-WAIT (Monday-Friday 8-6, Saturday 8-4) 

♦ CARS, MOTOR BIKES, 3 WHEELERS, 

GOODS VEHICLES, MINI BUSES, CLASSES 1 2 3 4 5 7 

♦ SERVICING 

♦ AIR CONDITIONING 

♦ FREE COURTESY CAR 

♦ USED CAR SALES 

♦ ALL MAJOR CREDIT CARDS ACCEPTED 

TEL: 01480 830462 / 831058 
MOBILE: 07860 671973 







The official fuel consumption figures in mpa (1/100km) and C02 emissions (g/km) for the Vauxhall range are Lowest: Corsa Expression 1.3CDTi 16v Urban 50.6 (11.1), extra urban 76.3 (16.8), combined 64.2 (14.1) C02 119 (g/km). 
Highest: Monaro VXR 6.0i V8 Urban 11.6 (2.6), extra urban 24.9 (5.5), combined 17.6 (3.9) C02 384 (g/km). Pictures shown for illustration purposes only. Offers and models are subject to availability. This advertisement replaces any 

previously advertised offers. 



www.marshallweb.co.uk 


Marshall Vauxhall 


St Marys Street, Ely 

01353 665566 


OPEN 

Mon-Fri 8.30-6 
Sat 9-5 
Sun 10-4 



www.graveley-garage.co. uk 
email: enquiries@graveley-garage.co.uk 



The Route to Success 


■ ■■ 


ADVERTISE in the 


WEEKLY NEWS 


££ 01223 434218 

Team 
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■ BEBE CONFORT AXISS... swivels to face either door, saving the need for an awkward lift. 


Rotating seat to end 
strong-arm tactics 


RESEARCH shows that 
the average parent will 
lift their child into his or 
her car seat 7,664 times 
over three-and-a-half 
years, lifting a total 
weight of 92 tons! 

Fortunately, the launch of 
the Bebe Confort Axiss car 
seat means that you don’t need 
to be weight lifters any more. 

The Axiss car seat rotates 90 
degrees on its base, enabling 
your child to be easily placed 
into, or lifted out of, the seat 
from the car’s side door 


making it easier for you to lift, 
avoiding awkward movements 
and that extra arm power! 

To help get this important 
feature across, Bebe Confort 
has enlisted the help of Alison 
Harris, one of Britain’s 
strongest women. She can 
playfully lift the Axiss car seat 
and the child with ease, but 
fortunately for the rest of the 
population, the days of strong- 
arm tactics are over! 

The Axiss boasts a range of 
great features, including the 
ability to set the rotation to 
right or left, so it doesn’t 
matter which side of the car 


you install the car seat as it 
can turn to the appropriate 
door. A special safety lock 
ensures that once set to right 
or left, the seat cannot be 
rotated in the opposite 
direction, so it can’t be 
activated by accident, say by 
another child sitting in the car. 

For further details and a 
demonstration on how the seat 
works, log on to the Bebe 
Confort website at 
www. bebeconfort. com/axiss 
The video is very short and a 
must-see to really demonstrate 
the uniqueness of this rotating 
car seat. 


VW all set to debut Caddy Maxi at CV Show 


VOLKSWAGEN 
Commercial Vehicles 
will have its largest 
stand ever at this year’s 
CV show at the NEC in 
April. 

This will feature the 



■ VW CADDY... range is 
being expanded. 


UK debuts of the all- 
new Caddy Maxi and an 
environmental concept 
the Caddy 
BlueMotion. In addition, 
Volkswagen 
Commercial Vehicles 
will be offering its 
visitors some welcome 
refreshments from its 
coffee bar. 

The Caddy Maxi 
creates a compact van 
class for VW between 
the Caddy and 
Transporter ranges and 
will be a key feature of 


the Volkswagen stand. 
All three derivatives of 
the Caddy Maxi range 
will be on display - the 
panel van, window van 
and passenger carrying 
Life which offers seven 
seats and plenty of load 
space. 

The Caddy Maxi is 
47cm longer than the 
award-winning Caddy 
and has a larger load 
capacity, 4.2 m 3 , with a 
payload of 800kg. 

Another Caddy that is 
sure to generate a lot of 


interest is the eco- 
friendly Caddy 

BlueMotion. This near¬ 
production concept is a 
result of VW’s 
environmental research 
programme and uses 
advanced and 

affordable technology 
to offer improved fuel 
consumption and lower 
emissions from its 
diesel engine without 
compromising any 
driving fun or 
practicality of the 
vehicle. 


Renewed concerns over 
viability of bioethanol 


Biofuels have been hailed 
as a renewable 
alternative to fossil fuels 
in transport but recent 
reports have raised 
concerns they are not 
always as green as they 
seem. 

The renewable fuels 
come from organic 
materials ranging from 
sugar beet and cane to 
wheat or palm oil and 
because they have taken 
in carbon dioxide during 
growth they are low 
carbon compared to the 
fossil fuels they replace. 

The UK’s Renewable 
Transport Fuels 

Obligation (RTFO) which 
comes into force in April 
requires five per cent of 
fuels for vehicles to come 
from renewable sources 
by 2010, with bioethanol 
and biodiesel being 
blended into conventional 
petrol and diesel to cut 
their carbon footprint. 

But biofuels from plant 
crops have a big question 
mark hanging over them 
amid fears they can 
compete for land with 
food, lead to forest 
clearance which destroys 
natural habitat, release 
more carbon and 
contribute to greenhouse 
gas emissions through the 
fertilisers used to grow 
them and the methods of 
transporting them. 

Initial enthusiasm for 
the apparently green fuel 
led to the EU setting 
targets of meeting 10 per 
cent of petrol and diesel 
needs through 

renewables by 2020, 
which in the UK 
translates into the RTFO. 

Researchers writing in 
the journal Science last 
August said the target 


was less effective in 
curbing carbon emissions 
than a programme of 
restoring forests and 
protecting plant habitats. 
And just last week a 
report from the Royal 
Society warned there was 
a risk that biofuels could 
fail to deliver hoped-for 
reductions in greenhouse 
gas emissions and could 
damage the environment. 

It is calculated that 
reductions in greenhouse 
gases of between 10 per 
cent and 80 per cent 
compared to fossil fuels 
could be delivered by 
converting wheat to 
ethanol in the UK 
depending on the 
processes used, and the 
Royal Society urged the 
Government to ensure 
biofuels are produced in 
a way that is sustainable 
and delivers real C02 
cuts. 

The Department for 
Transport says it is 
determined only to 
support biofuels that 
have a genuine 
environmental benefit, 
and the RTFO requires 
mandatory reporting on 
the sustainability and 


carbon impact of the 
fuels by suppliers. 

But earlier this week, 
the Environmental Audit 
Committee called on the 
Government to scrap 
measures to promote 
biofuels, describing them 
as “reckless” and 
demanded an immediate 
moratorium in favour of 
more sustainable ways of 
achieving emissions 
reductions. 

Scientists are currently 
developing a new 
generation of fuels which 
use the by-products of 
agriculture - such as 
straw - so removing the 
fears over competition 
with food and minimising 
the emissions associated 
with their production. 

Fuels from household 
waste, specially grown 
algae and even woody 
crops or grasses which 
would provide much 
higher energy yields per 
hectare than current 
crops are also being 
developed. 

But the technology is 
still currently at a 
demonstration stage and 
the fuels are not yet on 
the commercial market. 



I GREEN? ... depends where it comes from. 


MANCHETTS 


www.manchetts 

01 (Y) TOYOTA LANDCRUISER Amazon 4.2 05 (55) 

TDVX Active, 50k .£15,495 

04 (04) VOLVO S40 2.4SE (Facelift), 4dr, 28k £9,995 01 (Y) 

05 (55) VAUXHALL ZAFIRA1.9 CDTi Design 03 (03) 

(Facelift), 28k, FVSH .£10,295 

04 (53) 

01(51) AUDI A3 TDi SE 6 spd 130, 3 dr, 62k, 

FASH, climate, CD .£7,495 nj/M1 

04 (53) 

04 (54) TOYOTA AVENSIS TS-3, D4-D Estate, 

(Diesel) 43k .£8,995 

04 (54) FORD FOCUS 1.6 Zetec Auto, 5 dr, 14k, 

FFSH, a/c, CD.£6,295 

98 (R) 

03 (53) RENAULT MEGANE Dynamique 1.9 DCi 

120 6spd, 5 dr, 36k, FRSH, a/c, CD .£5,995 

03 (53) FORD FOCUS 2.0 Ghia Estate, 15k, FSH 

a/c, CD .£5,295 (New) 

04 (04) VAUXHALL C0RSA1.4 Design Auto, 05 (05) 

3 dr, 28k, FSH, CD, air con.£5,295 


.co.ul 

CHEVEROLET LACETT11.6 SX, 5 dr, 

11k, FSH, a/c, CD.£4,995 

VOLVO S40 2.0 Auto, 4 dr, 34k, FVSH .£4,695 

RENAULT LAGUNA 2.0 T Privilege, 32k ..£4,595 
NISSAN ALMERA1.5 S, 5 dr, 37k, FSH ....£3,995 

CITROEN XSARA1.4 Forte, 5dr,28k, 

FCSH.£3,595 

HONDA ACCORD 1.8 V-Tec SE Auto, 

5 dr, 74k, FSH, alloys, air con, cruise.£2,695 

SSANGYONG MUSS0 SE Diesel, 85k, 

FSH, alloys, CD player .£1,995 

COMMERCIAL VEHICLES 

RENAULT MASTER Chiller Van.£16,995+VAT 

RENAULT MASTER SL35 DCi 120 

SWB Van, 16k, 6 spd, CD .£8,995+VAT 


MANCHETTS (BURWELL) LTD 

01638 744S84 
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MOTORING 


Ballistic M3 now lets 
you top up your tan 



■ M3 CONVERTIBLE... with a folding hard top. 


BMW has revealed 
a third version of 
the highly 

respected M3 
series. This latest 
generation of BMW 
M3 will be available 
in coupe, saloon 
and, now, 

convertible form. 

The M3 Convertible 
will feature a folding 
hard top for seriously 
rapid open top 
motoring. Under the 
skin, the M3 Convertible 
will offer 414bhp and 
2951b ft of torque from 
its 4.0-litre V8 engine 
and power is 
transmitted through, 
either a six-speed 
manual or the first 
BMW M Sport seven- 
speed gear box. This has 
a double clutch and 
works the same way as 
VW/Audi/Seat’s DSG 
set-up. One clutch 
controls odd numbers 
while the other controls 
even and the gear box 
will ready the next gear 
before you flick the 
paddle, making gear 
changes in milliseconds. 


This also reduces the 0- 
62mph time by 0.2 
seconds to 5.1 seconds 
and improves fuel 
consumption and engine 
emissions by lmpg and 
16g/km respectively. 

The M3 Convertible 
also features BMW’s 
EfficientDynamics 
option which uses 
braking to ease the load 
on the engine, reducing 


emissions and raising 
mpg by charging the 
battery with previously 
wasted power. The 
alternator is disengaged 
until it is needed so the 
engine can transmit 
more of its power to the 
road while not being 
worked as hard. 

Another feature 
available on the drop-top 
M3, and it will be put to 


plenty of use, is sun 
reflective leather 
technology. The leather 
reflects the sun’s UV 
rays and doesn’t heat 
up, making things far 
more comfortable in hot 
weather. 

The M3 Convertible 
will be cost from £54,655. 
More information will 
be available closer to 
launch. 


RHA in arms against 
2p per litre fuel rise 



■ ‘STOP THE 2PPL’... campaign started by RHA. 


THE Road Haulage 
Association is 

launching its “Stop the 
2ppl” fuel duty 
campaign. This urges 
the Chancellor to think 
again about a further 
tax rise on road fuel 
scheduled for April 1. 

“We are saying that 
this increase must be 
delayed at least, but 
preferably abandoned,” 
said RHA chief 
executive Roger King. 

The campaign will 
kick off with a 
reception in the 
Scottish Parliament on 
29 January, followed 
by a similar event in the 
House of Commons 
the following night. 
Every RHA member will 
receive a letter and fact 
sheet aimed at their 
member of parliament 
which the member 
urged to send. 

“The key to our 
campaign is the 
widening gap between 
what UK hauliers pay 
for their fuel and what 
the foreign hauliers pay 
for theirs”, continued 
Roger King. “We feel 
let down that the 
government has done 


nothing to address this 
anomaly.” 

The British Chamber 
of Commerce has 
pledged its support 
too. “High fuel prices 
make UK transport less 
competitive and 
threatens jobs,” 
continued King. “We 
recognise the 

government wants to 
send an environmental 
message to the 
motorist, which, 
through high fuel 
prices, requires them 
to ask whether a 
journey is necessary or 
can an alter-native be 
used, but there is no 
option for the 
movement of road 
freight. The railway can 


only handle a limited 
amount of long 
distance move-ments; 
the average lorry haul 
is just 60 miles. Our 
ultimate goal is to 
detach lorry taxation 
from that of the car. 
For nine years we have 
campaigned for this. 
It’s now more vital than 
ever.” 

The RHA will be 
meeting the Chancellor 
soon when it will again 
make its case. “We 
hope that members of 
parliament will have 
joined us and the 
British Chamber of 
Commerce in 

expediting a positive 
response from the 
Chancellor.” 


BLUNT^ 

(05 55) MERCEDES E280 3.0 Diesel Automatic, 77k, FSH, climate, met grey. 

(05 05) AUDI A3 2.0 TDi 140 Sport Sportback, 71 k, FSH, % leather, Bose Sat Nav.£11995 

(04 54) VW GOLF GT TDi 140 Diesel, 5 dr, 90k, FSH, 1 owner, air con, alloys, black, c/I.£9495 

(05 55) MEGANE 1.9 DCi 130 Privilege Diesel, 43k, FSH, 'k leather, s/roof, alloys, climate, ABS, met blue.£7495 

(04 04) OCTAVIA1.9 TDi Ambiante Diesel, 49k, FSH, met blue, air con, c/I, e/w, alloys, CD, airbags, ABS.£5995 

(V) BMW 323 2.5 Ci Coupe, 5 speed, 90k, FSH, ABS, elec seats, air con, alloys, silver.£5995 

(04 54) MEGANE 1.5 DCi 80 Diesel Rush, 5 door, 56k, FSH, air con, CD, met blue, e/w, c,l.£5695 

(04 54) LAGUNA 1.9 DCi Dynamique Diesel, 68k, FSH, 6 speed, air con, alloys, CD, ABS, met blue.£4995 

(04 04) CITROEN C31.4 SX, 5 door, 27k, FSH, ABS, CD, air con.£4995 

(02 51) SEAT LEON 1.9 TDi SE110 Diesel, 69k, air con, alloys, red, ABS .£4795 

(03 53) HONDA CIVIC 1.6 Inspire S, 74k, FSH, 1 owner, ABS, air con, alloys, CD, met blue .£4495 

(04 54) CLI01.216v Expression, 5 door, 20k, FSH, s/roof, c/I, e/w, CD, PAS.£4495 

(05 05) FORD KA 1.3 Style, 18k, FSH, silver, PAS, airbag, stereo, immobiliser.£3995 

(03 52) LAGUNA 1.9 DCi Authentique Diesel, 100k, FSH, air con, PAS, c/I, e/w, ABS, met red .£3495 

(0151) SEAT IBIZA 1.4 Chill, 3 door, black, 39k, FSH, air con, c/I, e/w.£3795 

(0151) ALFA ROME0156 2.0 TS, 72k, history, alloys, air con, ABS, CD, met red, c/I, e/w .£3495 

(0151) ASTRA 1.616v LS, 5 door, 62k, history, air con, PAS, stereo, airbag.£3495 

(Y) KA 1.3 Collection, 48k, FSH, met green, PAS, airbag, air con, c/I, e/w, stereo, 5 dr, met green.£3295 

(Y) VECTRA 2.2 DTi LS Diesel, 95k, air con, ABS, PAS, airbag, CD, c/I, e/w .£2995 

(02 52) DAEWOO MATIZ SE PLUS, 26k, FSH, PAS, c/I, e/w, alloys, airbag, immobiliser .£2995 

(V) CLI01.6 RXE, 3 dr, met red, 83k, history, PAS, air con, c/I, e/w .£2895 

(S) ASTRA 1.6 Sport, 5 door, 57k, FSH, 1 owner, c/I, e/w, stereo, PAS, a/c.£2695 

(S) PEUGEOT 4061.9 TD LX Diesel, 63k, history, PAS, air con, e/w, c/I, met red, airbag.£2595 

(1) VECTRA 2.0 LS Di Diesel, 75k, 5 dr, stereo, ABS, c/I, e/w.£1495 

(05 05) CORSA 1.2 Design 80.Due In 

4X4 &MPV& ESTATES & VANS 

(06 56) FORD S-MAX 1.8 TDCi Titanium Diesel, 10k, 7 seats, high spec, FSH, 1 owner, 6 speed, ABS, climate.£16995 

(05 55) TOYOTA COROLLA VERSO 2.0 D4D T2 Diesel, 7 seats, 11 k, 1 owner, air con, silver, ABS.£10995 

(03 03) GALAXY 1.9 LX TD 115 Diesel, 44k, FSH, air con, c/I, e/w, ABS, 6 spd, CD.£8595 

(04 54) ALFA ROME01561.9 (150) Tourismo, 45k, FSH, red, 6 speed, air con.£7295 

(04 04) SCENIC 1.9 DCi Expression, 15k, FSH, diesel, air con, ABS, silver, c/I, e/w, airbags.£6995 

(04 54) MONDEO LX TDCi 115 Diesel, 60k, FSH, air con, CD, ABS .£6295 

(04 04) CITROEN C5 2.0 HDi (110) LX Diesel, 32k, FSH, 1 owner, air con, silver, ABS, c/I, e/w.£5995 

(04 54) ZAFIRA1.8 Life, 31 k, FSH, 7 seats, air con, c/I, e/w, silver, airbags.£5995 

(03 52) LAGUNA 2.2 DCi Initiale Diesel, 61 k, leather, climate, alloys, ABS, sat nav.£5795 

(03 53) ZAFIRA 1.6 Design, 26k, air con, c/I, e/w, CD, 7 seats, ABS, air bag.£5795 

(V) SEAT ALHAMBRA 2.0 SE, 78k, air con, PAS, c/I, e/w, ABS, met red.£4495 

(Y) FOCUS 2.0 Zetec, 79k, FSH, ABS, alloys, air con, CD, met blue.£3495 

(Y) HONDA CIVIC 1.6 WTi SE Aerodeck, 69k, FSH, 1 owner, FSH.£3795 

(S) SEAT ALHAMBRA 2.0 7 Seats, 64k, history, air con, ABS, met blue, c/I, e/w .£2995 

(W) FOCUS 1.8 Turbo Diesel Ghia, 88k, FSH, air con, PAS, e/w, c/I, stereo, ABS.£2995 

(T) ASTRA 1.6 Club, 92k, PAS, c/I, stereo, air con, airbag.£1995 

PART EXCHANGES TO CLEAR WITH MOT 

(P) ROVER 416i, 5 door, 77k, PAS, MoT Jan 2009 .£795 

(M) ROVER 214, spares or repair.Due In 



Can’t get credit CCJ’s 
and arrears considered 
£95.00 deposit on 
selected cars. 

Various finance 
packages available 
to suit all requirements. 

Workshop facilities 
available. 

Cars bought for cash. 

All major credit cards 
accepted. 

Home Shopping! 

We may be able to 
come to you? 

Telephone 
01487 741741 

Open: 

Mon - Fri 9am - 5.30pm 
Sat 9am - 3.30pm 

Station Road, 
Bluntisham, Nr St Ives 
Huntingdon 

Pictures of cars available 
on our website 
www.bluntishamcars.co.uk 
email 

bluntishamcars@v2net.co.uk 
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YOUR LOCAL PORSCHE SPECIALIST 


• FIXED PRICE 
SERVICING 

• MANUFACTURERS’ 
PARTS USED 

• COURTESY CARS 
AVAILABLE 

• VALETING SERVICE 
AVAILABLE 

• FREE COLLECTION 
AND DELIVERY 
SERVICE 

• AIR CONDITIONING 
SPECIALISTS — 

WE HAVE ALL THE 
EQUIPMENT NEEDED 
TO FIND ALL FAULTS 


• WARM, FRIENDLY 
SERVICE 

• ESTABLISHED FOR 27 
YEARS 

• SPORTS • MPV 

• FAMILY 

• SERVICING & MOT 
PREPARATION 

• DIAGNOSTICS — 
LATEST EQUIPMENT 
USED 

• TYRES • EXHAUSTS 

• BATTERIES 

• SERVICING 

• BODY SHOP FOR 
PRIVATE AND 
INSURANCE WORK 


ALL MAKES AND MODELS WELCOME 
1 Studlands Business Centre 
Exning Road Newmarket CB8 7SS 

Tel:01638 660100 

www.spamotorco.co.uk 
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Cars 

Use your 

Low 

Open 

Bought for 

part-ex as 

Rate 

Sundays 

Cash 

1 deposit 

Finance 

11 am—3pm 




406 COUPE, yellow, 94k miles, alloys, PAS £1,995 

FOCUS ESTATE, red, PAS, 80k miles, service 
history . £2,695 

DIESEL HDI 1.9 XSARA, 65,000, air con, PAS, 

5dr, e/w, s/h . £3,295 

JAGUAR AUTO 3.2 SPORT, light metallic blue, 
cream leather, immaculate . £3,295 

KIA PRIDE 1.3, 5dr, 48,000, met green . . .£1,295 

AUTO CABRIOLET SAAB, 80,000, PAS, all leather, 
s/h.£2,995 

MONDEO VERONA, air con, PAS, metallic, alloys, 
60k miles, full service history . £1,695 

AUTO 1.6 CLIO, 48,000, air con, PAS, 3dr, e/w, 

1 previous owner. £2,895 

AUTO PEUGEOT 205, PAS, 28,000 miles . £1,495 

AUTO 14 LSI CIVIC, 47,000, air con, PAS, 4dr, 
e/w, e/s/r. £2,395 

AUTO 14 RETRO CIVIC, 29,000, 3dr . £1,295 

RENAULT SCENIC ALIZE, air con, colour coded 
.£2,395 


jg 1.8i SE, climate control, 49k 
miles, service history, cherry metallic, PAS, remote 

locking, unblemished alloys. £4,395 

KIA SPORTAGE 4x4 2.0, leather, air con, alloys 
.£2,495 

AUTO 1.6 SUNNY, 35,000, PAS, 5dr, e/w, sunroof 
- *.£1,995 


FIAT SPORT 1.0 SEICENTO, 


PORSCHE 928, red, auto. 

SUZUKI 1.0 SWIFT, 58,000, PAS, 3dr,* 


63,000 PAS 3dr 

.£1,795 

.£4,495 

£1,695 


VW PASSAT V5 Tiptronic, 90,000, climate, PAS, 

leather, e/w. £3,995 

JAGUAR 3.2 SPORT, air con, PAS, leather, e/w 
.£2,695 

FORD 1.6 ZETEC FOCUS, 69,000, air con, 

PAS, leather, e/w .£2,695 

TRADE-INS 

SUZUKI VITARA, alloys, taxed . £499 

ROVER, taxed . £199 

CARTLON, taxed . £99 


01440 T08T08 

Sturmer Road, Haverhill (next to Murco Garage) 


Late Night Wednesday 
12 - 8pm 


Monday, Thursday, 
Friday + Saturday 
10 - 5pm 


Early Morning Tuesday 
7.30 - 3.00pm 


G.M!C£ A SONS ITD* 


£9,950 JAGUAR 2.5 X-TYPE, Auto, quartz grey, 37k.03 53 

£8,375 FORD NEW FOCUS 1.6 Zetec Climate, 3 dr, aquatic blue, 1 owner, 9k. 06 05 

£8,000 VAUXHALL ASTRA 1.6 Club, pomegranate red, 1 owner, 15k.05 55 

£7,950 CITROEN C3 Exclusive 1.6 Auto, blue, 12k.06 06 

£7,850 CITROEN PICASSO Exclusive 1.6 HDi, beige, 1 owner, 30k.04 54 

£7,750 RENAULT SCENIC 1.6 PRIVILEGE, pearl black.04 54 

£7,250 SUZUKI GRAND VITARA Diesel, blue, 42k.04 04 

£6,900 RENAULT MEGANE1.6 Expression Estate, pearl black, 21k.05 05 

£6,900 RENAULT SCENIC 1.6 Expression, storm blue, 29k.04 54 

£6,600 RENAULT SCENIC 1.4 Expression, flame red met, 30k.04 54 

£6,500 TOYOTA YARIS1.3 Spirit Auto, Carlo blue, 30k.04 04 

£6,250 CITROEN C31.6 Exclusive, wicked red, 23k.0404 

£5,850 VW POL01.4 Twist Auto, berry red, 31k.04 53 

£5,750 PEUGEOT 206 SW1.4 Estate, moonstone, 24k.05 54 

£5,490 FORD FUSION 1.4 Durashift, moondust silver, 14k.0454 

£5,250 FORD FUSION 21.4,5 dr, honour green, 27k.04 54 

£4,995 AUDI A6 2.4 SE Auto Saloon, maroon, 86k.99 V 

£4,750 RENAULT CLI01.2 Expression, 5 dr, flame red, 39k.0454 

£4,500 VAUXHALL CORSA 1.2 Design, 3 dr, silver, 17k.0404 

£4,200 DAEWOO TACUMA 2.0 CDX, denim blue, alloys, a/con, 24k.04 53 

£2,200 RENAULT MEGANE 1.4 Sport Alize, 5 dr, green, 58k.00 V 

£2,100 ROVER 451.8 Connoisseur Saloon, BR Green, 80k.00 W 

£995 ROVER 220 SD Diesel, 5 dr, red, 93k.97 R 

£895 VW GOLF 1.9 Diesel, c/I, 5dr, blue, 126k.93 K 

www.gniceandsons.co.uk 

3 CHAPEL ST. WATERBEACH, CAMBS 

(01223) 860241 




Tel 01638 662006 


www.manchetts.co.uk 

4/5 Laureate Paddocks Ind Est Exning Road 
Newmarket Suffolk CB8 OAP 



• Servicing & Repairs 

• Welding Undertaken 

• MOT Testing 

• Cars & Motorcycles 

8 Park Lane, Newmarket, Suffolk CB8 8AX 
Tel: 01638 662474 





SERVICING & MOTS 

makes & models 


RES & EXHAUSTS 
UTCHES& BRAKES. 
• BATTERIES 


FREE COURTESY CARS 

FREE LOCAL C0LLECTI0 
ANO DELIVERY 

4* 

NCSS ROAD BURWELl 
CAMBS CBS DAA 
WWW MMIUMim CO UK 
EMAA WMKSttnFttMMCHFm CO JK 


742839 


WAHCntm 

A fAMw V COMPANY YOU CAM JfMT 



TO ADVERTISE 
YOUR BUSINESS HERE 
Please call NATALIE on 
01223 434219 


Thursday, January 31, 2008 WLLKLY NEWS 



This Week’s New Arrivals 


2006 (06) PEUGEOT 407 2.2 S Coupe, 

finished in Moroccan red metallic with grey 
cloth seats. Fitted with air conditioning, alloys, 
bluetooth, CD, stereo, ABS and much more. 
One owner, 11,000 miles with history. Exciting 
new coupe in top condition. £12,995 

2004 (54) VOLVO V70 2.4140 SE, finished in 
silver with black leather seats. Fitted with air 
conditioning, e/seats, e/folding mirrors, full 
winter pack, multi CD stereo as well as all the 
other things they come with. Private owner, 
20,000 miles with history. An outstanding 
example. £11,995 

2004 (54) SEAT ALHAMBRA TDi Stylance 

130 MPV 7, finished in red with black cloth 
seats, all seven of them. Fitted with air 
conditioning, alloys, park aids, CD stereo and 
lots more. Privately owned, 32,000 miles with 
history. Great big family or taxi car.. £11,495 

2004 (04) VOLKSWAGEN NEW GOLF 2.0 FSi 
GT Hatch, finished in metallic coastal blue with 
grey cloth seats. Fitted with air conditioning, 
alloys, ABS, e/windows, CD stereo and more. 
One owner car, 36,000 miles with history. New 
shape sports model. £9,995 

2006 (06) NISSAN NOTE 1.6 SVE Automatic 
MPV, finished in metallic grey with black half 
leather seats. Fitted with air conditioning, 
alloys, e/windows, CD stereo, park aids and 
more. Local private owner, 25,000 miles with 
history. If you’ve not looked at one - you must! 
.£9,495 


2006 56 CHEVROLET TACUMA 2.0 CDX+ 
MPV, finished in metallic blue with grey leather 
seats. Fitted with air conditioning, alloys, 
e/roof, e/windows, stereo CD and more. One 
owner, 5,000 miles with history. Outstanding 
quality MPV, a must view car. £6,995 

2006 (56) CITROEN C21.4 Furio Hatchback, 

finished in metallic blue with black cloth seats. 
Fitted with air conditioning, e/windows, 
r/locking, CD stereo and more. One private 
owner, 10,000 miles with history and a lovely 
car. £6,495 


2004 (54) VOLKSWAGEN POLO 1.4 Twist 5 
Door, finished in silver with grey cloth seats. 
Fitted with air conditioning, alloys, e/windows, 
CD stereo and more. Privately owned, 20,000 
miles with history. Quality motoring for 
.£6,195 


2004 (04) SUZUKI IGNIS 1.5 Sport, finished 
in yellow with black cloth seats. Fitted with air 
conditioning, alloys, e/windows, stereo CD 
and more. Our company registered car, 40,000 
miles with history. Now for sale at.... £4,495 

2002 (02) HONDA ACCORD 1.8 S VTEC 5 
Door, finished in metallic blue with black cloth 
seats. Fitted with air conditioning, e/windows, 
r/locking, stereo and more. Privately owned, 
32,000 miles with history. Wonderful 
condition for its age. £3,995 


Visit our website to see all stock. Extra 50 cars online 

www.stevegoldsmithcars.co.uk 


iew our cars at: www.lgcarsales.co.uk 

01353 862999 


04/54 JAGUAR X TYPpZOtt S'PORl 

LAND ROVER FREEL'ANDER TD4 HSE, Sat Nav, Climate;" 00V TOYOTA CELiCA 1.8 Premium & Style Pack Air CorT" 

32000 Miles.£12,995 Alloys . .£4,495 

TOYOTA CELICA1 . 8 , Premium + Style pack, 27,0001Miles 03/53 SKODA FABIA1.2 BLUELINE, 5dr, 37,000 Miles .. .£4,295 


Miles FJSH 
£12 995 

04/54 LAND RoyER FREELANDER TD4 HSE,' Sat Nay Climate, 

05/05___,... ■■I ..„ 

. £11,495 

06/06 SUZUKI GRAND VITARA 2.016v 5dr. Air Con, Alloys, 

23000 Miles.£9.995 

99V MERCEDES 230 SLK Kompressor Auto. Leather, 7500ti 

Miles. £9,995 

06/06 ASTRA 1.4 SXISP0RTSHATCH 3dr. Air Con, Alloys, 

32000 Miles. . .£8,995 

04/54 FORD RANGER THUNDER 2.5TD XLT, Air Con, Leather, 

04/54 PEUGEOT 307 2.0 HDI '136 XSI 5dr. Air 'Con,' Alloys,'3%000 

Miles. . .£8.995 

04/54 VW SHARAN 1.9 TDI SE 115,7Sts, Air Con, Alloys. 68 DOO 

Miles. . .£8,995 

02/52 VW GOLF GT TD1150 5dr. Air Con, Alloys, 54000 Mite. 

06/06 SEAT'IBIZA i 9TDI SPORT'130 5dr.' Air Con, Alloys', 11000 

Miles.. .£8,495 

03/03 GALAXY 1.9 TD1115 LX 7 Sts, Air Con, 59000 Miles 

.£8,495 

04/54 PEUGEOT 407 SW 1.6110 S, Air Con, Alloys, Sun Roof, 

52,000 Miles . £7.995 

: 0CUS C MAX 2.0 TDCIGHIA ( 6 ) Air Con, Alloys, 40d00 

’EUGEoT 206 GTl H'DI'iiO'3dr, Air Con,' Alloys,' 29(XX)" 5 

Miles. .£7,995 

04/54 HYUNDAI COUPE 2.0 SE, Air Con, Alloys, 51000 Miles 

. £7795 

05/55 VECTRA 1.8 CLUB 5dr. Sat Nav, Air Con, Alloys, 1200ti 

‘ ' pu; P7 4Qfi 

UGEOT 307 2.0 HDI X LINE 5dr. Air Con, Alloys, 16d00 

i es £7 495 

IITR0EN 041.6 VTR PLUS' COUPE, Air Con,' Alloys, ’ 
""""Miles... .£7,295 


02/52 MONDE01. 8 LX 5dr. Air Con, 45000 Miles .£4,495 

02/02 FOCUS 1 .6 ZETEC 5dr. Air Con, Alloys, 56000 miles 

.£4,495 


03/53 

04/54 


Mi 
05/05 PE 
Mi 

05/05 or 


05/05 SCENIC 1 .6 DYNAMIQUE Air Con, Alloys, 26000 Miles 

PR qq^ 

01 Y MAZDAMX5CONVERTIBLE Alloys,42000Miles',' ’ 

1 Owner . £6,995 

04/04 PEUGEOT 3071,6S HD1110 5dr. Air Con, Alloys, 440OO 

Miles. ...£6,995 

04/54 ASTRA LIFE 1.7 CDTI, Air Con, Alloys, 44,000 Miles 

. £6,795 

03/03 MONDEO TDCI GHIA X130 ESTATE. Air Con, Alloys, 

49000 Miles. .£6,795 

04/54 SUZUKI GRAND VITARA 1 .6 SE 3dr. Air Con, Alloys, 

24000 Miles. . .£6,495 

03/53CLIO2.0RSCUP 1723dr.Alloys, 52000Miles ...£6,495 
03/03 RENAULT MEGANE CONVERTIBLE 1 .6 FIDJI, 30000 Miles 

03/03 PEUGEOT 307 2.0 HD 1 110 S 5dr'Air'Com CD,' 52000' 495 

Miles.£6,195 

FIAT PUNT0 GRANDE, 1.2,5dr 11 K 000 Miles.£5,995 

PEUGEOT 107URBAN3dr. PAS, CD, 18000Miles .£5,995 
)3/03 VW PASSAT 2.0S Estate, Air Con, 61,000 Miles .. .£5,995 
)4/54 PEUGEOT 307 2.0 HDI S 5dr. Air Con, Alloys, 52000 Miles 
PRQQR 

04/04 CORSA' 1.3 C'DTI'ENERGY 5dr Air Con, Al'loys,'42000 ’ 

Miles. £5,995 

03/53PEUGE.. " " *" 


IGEoT 206 GTl 3dr. Air Con, Alloys', '36000 Miles 


.£5,995 

£5,995 


03/53 ASTRA 1.8 SXI 3dr. Air Con, Alloys, 29000 Miles. 

03/03 ZAFIRA 2.0 DTI ELEGANCE 7 Sts Air Con, Alloys, 670d0 

Miles. . .£5,995 

05/05 CLI01.5 DCI EXPRESSION 3dr. Air Con, Alloys, 52OO0 

Miles.£5,795 

04/04 FOCUS 1 .8 TDC1100 ZETEC 3dr. Air Con, Alloys, 670d0 

03/53 FOCI “ ^ *' " *" m " . 


03/03 ALFA ROME01471.6 Tourismo 3dr. Air Con, Alloys, 

44000 Miles. .£5,295 

03/03 ASTRA 1.7 CDTI LS 5dr. Air Con, 48000 Miles ... .£4,995 
02/52 CITROEN 03 EXCLUSIVE 1 .6 5dr, Climate, Alloys, Leather 

44000 . ...£4,995 

PEUGEOT 206 1.1 FEVER 3dr. PAS. 17000 Miles . .£4,995 
PEUGEOT 206 1.4 QUICKSILVER SW Air Con, 45000 

miles.£4,995 

" ™7A 1.6 ENERGY, Air Con. Alloys, 55000 Miles £4,995 


04/04 MERIVA 1.6 ENERGY, Air Com Allovs,5..„ _ 

03/03 PICASS01 .8 SX, Air Con, CD, 3900b Miles.£4,995 

03/03 VECTRA 2.2 LS AUTO, 5dr, Air Con, CD, 46,000 Miles 

P4 qqR 

03/52 PEUGEOT 20616 Roland Garros' 5'd'r.' Sat Nav, Air,'Alibis. 

02/52 PEUGEOT 206 2.0 GTl 3d'r.' Air Con, 'Alloys, 47000'flies 
£4 995 

01/51 PEUGEOT 806 2.0 LX AUTO Air Con, 39000 Miles' .'£4,’995 
01Y VW GOLF 1 .8 T GTl 5dr. Air Con, Alloys, 83000 Miles 

P4qq.R 

03/53 ASTRA 17 DTl' ENVOY ESTATE', Sunroof,' 69000 Miles 

.£4,795 

04/54 AGILA 1.2 5dr. PAS, Air Con, 18000 Miles .£4,695 

03/03MG ZS120 + 5dr, Air Con, Alloys, Spoiler 40,000 Miles 

. ... .£4,495 

02/52 PEUGEOT 2061.4 LX 5dr. Air Con, 46000 Miles.. .£4,495 

Email: lgcarsales@aol.com 

Unit 2A Saxon Business Park, AlO By Pass, Littleport, Cambs CB6 1XX 


00W GOLF 1. 6 SE, 5dr, Air Con u 56,000 Mifes.£4,295 

02/02 SEAT LEON 1, 6 S 5dr. Air ton, Alloys K 49000 Miles .£4,295 
03/03 CORSA 1.0 ELEGANCE 5dr Air Con, tD, 36000 Miles 

£3 995 

03/03 SCENIC 1.9 DCI EXPRESSION' Air Con, 92000 Miles ’ 

qqfi 

02/52 CitRO'EN XSARA 2.0 HDI ESTATE', Air Con, 69000 Miles 
£3 995 

02/52 PEUGEOT 2061'.4 LX'5dr. Air Con,' '6'20'dti Miles'! 13:995 
02/52 FORD KA LUXURY 3dr. Air Con, Alloys, 34000 Miles 

qqfi 

02/02 SKODA OCTAVIA i .9TDI ELEGANCE Sd'r.'Ai'r'Con', '98000 

Miles.£3,995 

01/51 MAZDA PREMACY 1.8 GX 5dr. Air Con, 61000 Miles 

£3 995 

01/51 HONDA ACCORD 18S4dr Air Con. 59.000 Miles' £31995 
02/51 FORD FOCUS 1.8 ZETEC, ESTATE, Air ton, 77,000 Miles 
£3 795 

03/03 PUNTO 1.2 AtTlV 5dr. PAS. 48000 Miles' 1111111I3795 
01/51 RENAULT MEGANE COUPE2.0,2dr, Air Con, Alloys^ 

47,000 Miles . .£3,795 

99T GALAXY 1.9 TDI GLX 7Sts, Air Con, Alloys, 110000 Miles. 
£3,795 

01Y StENIC 1 .6 RXE, Air Con, Alloys, 70000 Miles ... .£3,695 
01/51 FORD KA COLLECTION 3dr. PAS! CD A 44000 Miles £3595 
02/52 ROVER 251.4 Spirit 5dr, Air Con, 34b00 Miles... .£3,495 
00W FOCUS 1 .8 TDDl GHIA 4dr. Air Com 68000 Miles .£3,495 
02/02 NISSAN MICRA 1.0S 3dr, AUTO, PAS, 32,000 Miles 

£3295 

00 X ASTRA 1,6 CLUB 5dr.'Air'Som Alloy's: 56000 Miles £3:295 
01X ASTRA 1 .8 SXI 3dr. Air Con, Alloys, 08OOO Miles. .£3,295 

02/02 AGILA 1.0 5dr. PAS W 21000 Miles.£2,995 

02/02 MICRA 1.0 TWISTElR 3dr. Air Com 51000 Miles.. .£2,995 
99V SKODA OCTAVIA 1 .8 SLX ESTATE, Air Con, Alloys, 64000 

Miles. ..£2,995 

97R GALAXY 2.3 GHIA X AUTO, Air Con, Alloys, 93000 Miles 
£2 995 

96N DISCOVERY 2.5 DEISeL AUTO, 5dr. Air Con VV: I2J995 
02/02 PEUGEOT 1061.1 Independence 3dr. Sunroof, CD, 4O0OO 

Miles. £2,995 

99T ASTRA 2.0 SRI 3dr. Air Con, Alloys.£2,795 

98R FREELANDER 1 .8 XEI 5dr. Air Con, Alloys, 79000 Miles 

. £2,795 

01X ROVER 45 2.0 DIESEL IXL 5dr. Air Con, Alloys, 76000 

Miles. £2,695 

00W VECTRA 2.0 GLS DTL 5dr, Air Con. Alloys, 93,000 .£2,495 

01/51 VECTRA 1 .6 CLUB 4dr. Air Con, Alloys, 70oo0 Miles 

. £2,495 

00V VECTRA 2.0 SR1140 5dr, Air Con, Alloys, 77,000 Miles 

. £2,495 

00W CORSA 1.012V ENVOY 3dr.£2,495 

00V CLI01.2 GRANDE 3dr. PAS. Sunroof, 48000 Miles .£2,495 

92K MAZDA MX-51.6 CONVERTIBLE, Alloys, 98000 Miles 

£l 995 

98S' 'ROVER 214 Si Odr Air ton, Alloys,'78000'Mile's:: II795 

98S VECTRA 2.0 LS5dr. Air Com Alloys .£1,695 

98S FIAT SIECENT01.1 SPORTING 3dr, Alloys.£1 495 

96P NISSAN PRIMERA1 .6 SLX 5dr Air Con, Alloys, 66000 

Miles. .£1,495 

97R MICRA 1.0 VIBE 3dr. 89000 Miles.£1295 

99T PEUGEOT 4061.8 LX 4dr. Long MOT .£995 

99T FIESTA 1.3 5dr . £995 

98S B0VE R 414l5dr. M ^s.£995 

01/51 CITROEN RELAY 2.5D .Air Con, 88000 Miles FSH 

.£3,200 +VAT 

O2/O2C,TROENC 1 M 6 )M 0Miles -£1,795 

.WAS .NOW 

02/02 BMW 325 Cl SPORT AUTO CONV. Leather 37000 Miles 
£15 995 £14995 

03/53 ZAFIRA 2.0 DTI ELEGANCE 7Sts, Air Com Alloys', 47000 

Miles.£7,995 .... £7,495 

04/54 PICASS01.8 EXCLUSIVE. Air Con, Alloys,28000 Miles 
£7 495 £6 995 

04/04 MG TF 1.8135 Convertible, Alloys,'CD,’37000'Miies fiqq( . 

04/04 MONDEO 2.0 TDCL115 LX 5dr, AirCoK 22,000 Miles 

£7 495 £6 995 

04/04 ZAFIRA i .6 LIFE 7 St's, Air Con,' 18000’Miles'. ’ 

..£6,995 .£5,995 

03/53 FOCUS C-MAX 1.8 ZETEC Air Con, Alloys, 42000 Miles 

£6 495 £5 995 

02/02 RENAULT StENlt RX4 2.6 PRIVILEGE SdrAlr ton, ’ 

58 OOOMiles.£5,295 ..£4,995 

04/54 NISSAN ALMERA 1.5S 5dr. Air Con, Cd.53000 Miles 

£4 095 £4 495 

02/02 Plt'ASSO i .6 SX', Air Con,CD, '50000'Miles V" ’ 

pqqqc; 4qc; 

01/51 PICASSO 16LX,'PAS,'65000'Mile's. ’ 

.£3,695 .£3,295 


Cl r lire 


The 

fastest and safest 
vehicle for selling 
your car 
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B&C MOTORS 

62-64 High Street, Cottenham, 

(01954) 251012 
www.bandcmotors.co.uk 
over 50 cars in stock 

THOUSANDS OF POUNDS OFF 

£11,795 (56) VAUXHALLZAFIRA 1.9CDTi ClubMa/c, alloys, CD, 12k 

£11,495 (04) TOYOTA PRIUS 1.5 WTi T4[JH 5 drffla/c, alloys, CD, 32k, FSH 

£10,995 (02) MERCEDES C230 K SEfflCoupe, red, 58k, FSH 

£10,295 (06) RENAULT GRAND SCENIC 1.5^DYNff?^15k. a/c. CD. alloys. FSH 

£9,995 (56) RENAULT GRAND SCENIC 1.6 Dynamique, met blue, a/c, CD, alloys, 10k 

£9,995 (54) TOYOTA AVENSIS 2.0 4D ffllT Spirit, sat nav, a/c, alloys, leather, 47k,FSH 

£9,995 (03) VOLVO S60 2.4 D5 Diesel M silver, 24k, FSH 

£9,995 (T) MERCEDES 2.3 SLK Leather EEESfflS! silver, 78k, FSH 

£9,795 (05) KIA SEDONA 2.9 EH Lf 34k, silver, FSH, a/c, CD, alloys 

£9,495 (03) AUDI A4 2.0 SEAvant, si lver/blue, a/c, alloys, 52k, FSH El 

£8,995 (02) VOLVO C70E5HH silver, 59k, FSH 

£8,695 (54) RENAULT GRAND SCE NIC 1.9 DCi Pri vilege, 33k, FSH, EH 

£8,650 (55) RENAULT LAGUNA 1.9 MESS a/c, CD, alloys, 24k, FSH 

£8,495 (07) RENAULT CLI01.4 Dyn, 5 dr, a/c, alloys, CD, met blue, 6k 

£8,295 (54) FORD FOCUS ST170, 3 dr, met blue, a/c, 22k, FSH 

£8,295 (54) RENAULT G RAND SCENI C 1.9 DCi MlPrivilege, 52k, sunroof, FSH 

£7,995 (53) SAAB 95 2.2 MEU sat nav, CD, alloys, FSH 

£7,995 (55) CITROEN PICASSO 2.0 HDi Desire 2 Ml silver, 6k, a/c, CD 

£7,995 (03) AUDI A31.6 SE, 5 dr, silver, a/c, alloys, 50k, FSH 

£7,995 (Y) MERCEDES C180Hmet black, a/c, FSH 

£7,795 (02) SEAT ALHAMBRA 1.9 TDi, 7 seater, a/c, FSH, silver 

£7,495 (04) RENAULT SCENIC 1.9 Diesel Dyn, silver, a/c, alloys, CD, 40k, FSH 

£7,295 (03) VOLVO S80 2.4 S, met blue, a/c, CD, alloys, 42k, FSH 

£7,275 (05) VW POL01.4 Twist, 5 dr,ffl silver, a/c, CD, alloys, 15k, FSH 

£7,295 (52) VAUXHALL ZAFIRA 2.0 EH Beg, leather, CD, alloys, a/c, 51 k, FSH 

£6,995 (54) MAZDA 6 2.0 Diesel, M alloys. CD, a/c, 57k, silver, 

£6,995 (Y) TOYOTA MR2 H31 1.8 WTi, red, FSH, 28k 

£6,995 (05) VW POL01.4 Twist, 5 dr, Auto, a/c, alloys, CD, 15k, FSH 

£6,475 (53) FORD FOCUS 1.8TDCiffl| 5 dr, Ghia, a/c, alloys, CD, 47k, FSH 

£6,495 (03) VOLVO V401.8 SE M a/c, alloys, leather, CD, met blue, 52k, FSH 

£5,995 (54) VAUXHA LL CORSA1 .4 M a/c, alloys, metblue, FSH 

£5,995 (N) MINI 1.3i0fflffl 25k, met red 

£5,795 (53) PEUGEOT 307 2.0 EH S, 5 dr, a/c, alloys, CD, 47k, FSH 

£5,695 (04) CITROEN C5 2.0 Diesel (110) LX, 5 dr, a/c, CD, FSH, 38k 

£5,695 (Y) VAUXHALL ZAFIRA 2.0 DTi Elegance, a/c, 7 seater, FSH, met dark green 

£5,595 (Y) SEAT LEON 1.8 20V T Cupra, 5 dr, a/c, alloys, CD, met blue, 52k, FSH 

£4,995 (03) SEAT LEON 1.416V, 5 dr, a/c, FSH, silver, 38k 

£4,995 (03) RENAULT SCENIC 1.616v Priv+, met grey, alloys, a/c, CD, 44k, FSH 

£4,495 (53) VAUXHALL ASTRA 1.6i Club, 5 dr, a/c, CD, blue, 36k, FSH 

£4,395 (04) FIAT PUNT01.2 Dynamique, 5 dr, air con, met grey, 22k 

£3,995 (W) VAUXHALL ASTRA 1.8i, Bertone, 2 dr, Coupe, FSH, silver 

£3,495 (03) FORD KA 1.3i Collection, silver met blue, PAS, CD, 40k, FSH 

£2,995 (W) VW PASSAT 1.8 T [M3 silver, a/c, FSH 

£2,995 (R) AUDI A31.8 SE, red, PAS, FSH 

Mon-Fri 8:30 ■ 6 
Sat 9 - 4 
Sunil -3 


THE SKODA CENTRE 


SALES * SERVICE * PARTS 

(Established 35 years) 

Finance to suit all requirements - 
Part exchange welcome 



Servicing + Vehicle Repairs 
to Most Makes of Cars 


OCTAVIA 

03 (53) OCTAVIA 1.9 TDi Blueline, 5 door hatchback, power 
steering, air con, remote locking, electric windows, 
radio / cassette and CD player, alloy wheels, ABS, twin 
air bags, service history. £6,250 

FAB IA 


06 (06) FABIA 1.2 12v Ambiente, 5 door hatchback, power 
steering, air con, electric front windows, ABS, CD 
player, one owner, finished in black magic metallic 

.£7,495 

05 (55) FABIA Bohemia Estate, power steering, air con, 
electric windows, remote control locking, CD player 
alloy wheels, roof rails, ABS, sunset privacy glass, 
finished in silver. £7,450 

06 (06) FABIA 1.2 12v Ambiente, 5 door hatchback, power 
steering, air con, electric front windows, ABS, CD 
player, one owner, finished in diamond silver . £7,495 

03 (53) FABIA 1.4 16v Classic Automatic Estate, power 
steering, ABS, remote central locking, electric front 
windows, twin airbags, service history, finished in 
silver metallic. £4,750 

ROOMSTER 

07 (57) ROOMSTER 1.416v Level 2, 5 door hatchback, power 
steering, central locking, air con, alloys wheels, CD 
player, manufactures warranty and road side 
assistance, finished in satin grey metallic ... £10,795 

OTHERS USED 


04 (54) KIA 1.1 LX Picanto, 5 door hatchback, power steering, 
air conditioning, remote central locking, electric 
windows, CD player, finished in metallic blue . £3,995 

00 (X) FORD FIESTA 1.3 Finesse, 5 door hatchback, power 
steering, sunroof, drivers airbag, radio stereo cassette, 
5 speed, 2 owners, blue metallic. £2,450 


98 (R) NISSAN MICRA 1.0 Vibe Automatic, 3 door 
hatchback, power steering. £1,250 


SKODAS URGENTLY WANTED FOR CASH 


STORT MOTORS 

73 South Street, Bishop’s Stortford 

Tel: 01279 651484 



EMG launches 500 in the area with style 


THE Fiat 500 was launched 
on Monday in the UK - 500 
hours after the start of the 
new year. 

At EMG’s Milton Road site the 
excitement was palpable. There 
was a live link to events taking 
place in one of the London Eye 
capsules, where a 500 rose into 
the air at the start of a two-week 
“flight” that will result in it 
covering around 84 miles - 
without turning a wheel! 

The new Fiat 500 took to the 


sky at 8pm - exactly 500 hours 
into 2008 - as a light show lit up a 
showbiz and celebrity event on 
the banks of the River Thames. 

Around 500 VIPs, including 
Kelly Osbourne, Jade Jagger, Eva 
Herzigova, Eddie Jordan, Leah 
Wood and Lawrence Dallaglio 
and 1,500 others were invited to 
the all-ticket launch event, which 
featured fantastic live 
performances by pop sensations 
Mika, The Feeling and The 
Vibrants. 

Over at Milton Road the 


celebrities were thinner on the 
ground, but the impact of the car 
caused no less of a stir. With its 
bold sense of fun and cute looks, 
the 500 is sure to be hugely 
popular with the region’s 
motorists. At 8pm when the 
wraps came off the motor there 
was a ripple of excitement. 
Within half an hour the first 
vehicle was sold and being driven 
away. 

You can be sure there’ll be a lot 
more willing punters on the way 
over the next few months! 



I THE FIAT 500... at the London Eye. 



05 05 JAGUAR X TYPE 2.0L TD Estate SE, met grey, full 

leather trim, alloys, air con, e/w, CD, 1 owner, 45k, FJSH 
.£12,995 

01 Y BMW 325 Ci Convertible, silver, power hood, air con, 
electric memory seats, cruise control, 6 stack CD, 
e/windows, PAS, alloys, 51k, FSH.£10,995 

02 51 BMW 318 Ci Coupe Autovarge, full BMW spec, 87k, FSH, 
met grey. . £10,495 

04 54 VOLVO S40 2.0 L Diesel SE, met blue, full leather trim, 
alloys, air con, CD player, e/sunroof, cruise control, 
heated seats, e/mirrors, PAS, remote locking, FVSH 

.£9,395 

05 05 MAZDA 3 2.0 Sport, 5 dr, met blue, alloys, air con, e/w, 
PAS, CD, full spec, only 19k, FSH.£8,995 

03 03 MINI COOPER Chilli Pack, in silver, a/c, alloys, e/w, CD 
player, r/c/l, 33k, FSH.£8,995 

01 X MERCEDES CLK230 Kompressor Auto Avantgarde, 

quartz blue met, full black leather, AMG18" alloys, 

CD player, air con, e/windows, 76k, FSH.£7,995 

01 X BMW 320i SE Auto, lilac met, full leather trim, alloys, 
air con, CD, full spec, 67k, FBMWSH, only 1 previous 
owner . £7,495 

02 51 GOLF 1.9 TDi SE Auto, met blue, climate control, e/w, 
PAS, CD, 1 previous owner, FSH.£6,995 

05 55 SUZUKI JIMNY JEEP JLX, black, c/locking, PAS, CD, only 
91k, FSH, as new .£5,695 

03 53 PEUGEOT 307 2.0L HDi S, 5 dr, black, air con, CD, e/w, 
remote locking, alloys, PAS, 70k, FSH.£5,495 

02 51 PEUGEOT 307 2.0 HDi D Turbo, 3 dr in electric blue, 
alloys, air con, CD, e/windows, PAS, remote locking 
..£5,295 

04 54 SUZUKI JIMNY JEEP 02, soft top in black over silver, 
alloys, e/windows, PAS, CD, only 26k, FSH, full spec 

....£4,995 

04 04 CITROEN C31.4 HDi Diesel SX, 5 door in light met blue, 
air con, CD player, e/windows, PAS, remote locking, 1 
owner, 57k, FSH.£5,695 

01 Y BMW 318i SE Touring, light gold met, alloys, climate 
control, e/windows, FSH .£4,995 

04 54 FIAT 1.416v Stilo, in met blue, a/c, e/w, r/c/l, 32k, FSH 

.£4,495 

02 02 ROVER 75 2.5 Club SE Auto, dark met red, air con, 
alloys, e/windows, c/locking, CD Player, FSH ... .£4,495 

01 51 M0NDE0 2.0 Ghia Auto Estate, in silver, alloys, a/c, e/w, 
CD player, full spec, FSH .£4,395 

99 V AUDI A4 2.4 SE, silver, full leather trim, alloys, air con, 
c/locking, e/windows, FSH.£3,995 

98 R MERCEDES C200 Auto Estate, met blue, alloys, air con, 

e/windows, remote locking, PAS, FSH.£3,995 

99 V GOLF 1.6 S, 5 dr, jazz blue, e/w, PAS, rem. locking, 1 lady 

owner, 70k, FSH.£3,995 

01 Y VW BORA 2.0 SE, met green, alloys, air con, e/windows, 
remote locking, PAS, FSH, 1 local owner .£3,795 

98 S MERCEDES C200 Estate Auto, met green, CD, c/locking, 

air con, e/windows.£3,495 

02 02 TOYOTA YARIS 1.0 GS, light met gold, c/locking, PAS, 
e/windows, 1 owner, FSH .£3,995 

04 04 FIESTA 1.2 Finesse, 3 dr in red, c/locking, PAS, CD 

player, 1 owner, FSH .£3,995 

2001 RENAULT CLI01.2 Dynamique 16v, in bright red, 

servive history, 40k, e/w, r/c/l .£3,695 

02 02 ASTRA 1.7 DTi LS, met blue, air con, CD, c/locking, PAS, 
e/windows, FSH.£3,295 

02 02 SEAT IBIZA 1.4 Chilli, 5 dr, in silver, aircon, e/windows, 
alloys, c/locking, 40k, FSH.£3,495 

00 W PEUGEOT 106 Quicksilver, alloys, s/roof, PAS, c/locking, 

FSH .£3,195 

99 V TOYOTA HI ACE 2.5, Diesel, white, side loading door, 

pannelled out inside, 1 years MoT.£2,695+VAT 

98 R ROVER 1.8 TARGA TOP COUPE, BRG, full leather, alloys, 
PAS, e/w, FSH .£1,695 


PORTER 

MPV 


£250 OFF 

From Just £6995 + VAT 0TR 




he Piaggio Porter Chassis, 
available in three formats, 
1.3 litre 2 wheel drive petrol, 
1.3 litre 4 wheel drive petrol, 
and electric powered, Huge Range 
Of Applications Catered For 


The Piaggio Porter 6 seat MPV, available in three formats, 
1.3 litre 2 wheel drive petrol, 1.3 litre 4 wheel drive petrol and 
electric powered, 560kg Payload, 2 x Side Doors, 6 Seats 



The Piaggio Porter Pick Up, aval 
three formats, 1.3 litre 2 wheel drive petrol, 

1.3 litre 4 wheel drive petrol and electric powered, 
680kg Payload 




CSC Piaggio 

20-22 High Street 

Grantchester • Cambridge CB23 9NF 
Call Mark Bloomfield now on 

01223 550850 

or visit www.cambridgesmartcars.co.uk 


All prices plus VAT and road fund licence 

DEBDEN ROAD 

BMW SPECIALISTS 

15 Shire Hill, Saffron Walden 
www.debdenroadservicestation.co.uk 
01799 522368/07836 655877 

04 (54) BMW X5 3.0 Sport Diesel Auto, sapphire black 
met, black leather, alloys, sat nav, radio/CD, air con, 33k, 
local car, FSH. £24,995 

04 (04) BMW 325i Sport Auto, 4 dr, black met, air con, 
alloys, m/f/s/wheel, radio/CD, 30k, local car, FSH. £14,495 

00 (X) BMW 535i Sport, silver, black leather, 5 speed, 
alloys, air con, radio/CD, DVD screens in rear headrests, 

74k, local car, FSH. £9,995 

03 (03) BMW 320 Diesel ES, 4 dr, black, 5 spd, PAS, air 
con, alloys, radio/CD, local car, FSH, 56k. £9,995 

01 (X) BMW 330 Ci Auto Coupe, in topaz blue met, grey 
leather e/seats, sat nav, alloys, air con, radio/CD, 68k, FSH, 
local car. £8,995 

01 (Y) MINI ONE, black, salt pack, alloys, air con, r/class, 

2 owners, 62k, FSH. £6,995 

00 (X) BMW 320 D SE Touring, in dk blue met, 5 speed, 

™ PAS, e/w, alloys, air con, R/CD, FSH, 128k, local car. .£5,995 
00 (X) BMW 318i SE Touring, black met, 5 spd, PAS, 

alloys, aircon, radio/CD, local car, 82k, FSH. £5,995 

03 (03) HONDA CIVIC 1.7 CTD 5 dr Imagine Diesel, in dk 
blue met, 5 spd, PAS, e/w, alloys, air con, radio/CD, FSH, 
local car, 61k. £5,595 

02 (02) PEUGEOT 307 1.4 Style, 5 dr, jazz blue, 5 speed, 
PAS, e/w, radio/cass, 2 owners, FSH, 55k. £3,995 

99 (T) VW GOLF 1.8 CL 90bhp Estate, in silver, 5 speed, 
PAS, c/I, radio/CD, local car, 81k, 2 owners. £2,495 

H 93 (K) BMW 316i Auto, white, PAS, e/w, radio/CD, 

sunroof, FSH, 102k, local car. £8,995 

Vehicles have full service, 
full MoT, full valet 

Warranties available • Finance available 
(subject to status) 

2TR 



, u Jgio Porter Van, available in three 
^^^ormats, 1.3 litre 2 wheel drive petrol, 1.3 litre 4 
Do wheel drive petrol and electric powered, 560kg 

J Payload, 2 x Side Doors 



CAR SALES 


with -the 


New and available ^ 

Every Friday 


Evening News 


r 

y 

t d 

Quality used cars at affordable prices 

(02) FORD FOCUS 1.6 ZETEC, 5 DR, MET GREEN, VGC 
.£3,895 

(X) RENAULT SCENIC 1.4 SPORT, 5 DR, MET GREEN, VBGC 

. £2,995 

(51) PEUGEOT 306 2.0 H DII>]l33«3arfli3l RED . . . £2,895 
(W) FORD FOCUS 1.8 BLUE .... £2,295 

(T) PEUGEOT 306 1.4 LX 5 DR, IN G REEN. £1,995 

(Y) PEUGEOT 406 2.0L HDI RAPIERll3]I?SII?IESI! HIGH 

MILES, HENCE ONLY.£1,895 

(P) FORD MAVERICK GLS, BLUE MET, 3 DR, 80K, VGC 
.£1,595 

(R) FIESTA 1.2LXESQEJI IN RED.£1,295 

(S) FORD ESCORT 1.8 LX, 5 DR, IN GREEN MET ... . £1,295 

(N) RENAULT CLIO 1.4 RTQOEI IN SILVER, PAS.£995 

(R) RENAULT SCENIC 1.6 RT, 5 DR, IN BLUE MET.£995 

(M) RENAULT CLIO 1.4 RN, PAS, IN RED.£895 

(R) PEUGEOT 406 1.8 LX , 4 DR, IN GREEN MET.£695 

(R) ROVER 114 SLi raiflil 5 DR, IN RED.£595 

(K) CAVALIER 1.8 COLORADO, 5 DR, IN RED.£495 


STNEOTS 
07976 720055 

www.kingslanecarsales.co.uk 

CARS AND VANS 
BOUGHT FOR CASH 
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THE HUNTS 

CAR & COMMERCIAL 


Mjstertjrtf 



COMPANY 


ONE OF THE AREA’S LARGEST USED VEHICLE SPECIALISTS 



2004 52 VAUXHALL ASTRA 

£ 6,495 



2003 53 ROVER 75 2.0 L 

£ 5,499 



1997 R SAAB 2.0LS Convertible 


£ 4,499 



2001 X VAUXHALL ZAFIRA 

£ 4,299 



2002 52 RENAULT LAGUNA 1.8 


£ 3,999 



2000 WVW POLO 1.0 SE 

£ 3,299 



2001 Y CITROEN XSARA 1.61 

£ 3,199 



2002 02 HYUNDAI ACCENT 

£ 2,999 



2000 W ROVER 25 1.8IL Step 

£ 2,699 



2001 Y FIAT BRAVA 80 16v SX 


£ 2,599 


* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 
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* 
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* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 
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* 
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PRESTIGE AND SPORTS 


06 56 BMW 535D M-SPORT TWIN TURBO, Saloon 4dr, Automatic, Diesel, Silver Grey, Amethyst Exclusive Leather 
Interior, S/Historv, Media Package, Front Comfort Seats, Heated Front & Rear Seats, Head-Up Display, Active Cruise 

Control, Please Call For Full Specification.£39999 

04 54 MASERATI4200 COUPE V8 CAMBIOCORSA, Coupe 2dr, Automatic, Petrol, Blu Sebring, Beige Leather Interior, 
16,000m, S/History, FI Paddleshift Gearbox, GPS Satellite Navigation, Telephone, Skyhook Suspension, 2005 Facelift 

Model, Full Specification.£32250 

2003 53 ROVER 75 2.0 V6 CLUB SE, Tourer 5dr, Manual, Petrol, Blue, 51,442m, S/History, P/Steering, C/Locking, 

E/Windows, Air Conditioning, Alloys, Roof Rails.£5499 

01X MERCEDES A190 AVANTGARDE, Hatchback 5dr, Automatic, Petrol, Gunmetal Grey, Half Black Leather, 51000m, 
P/Steerina C/Locking, E/Windows, 17 AMG Alloy Wheels, Electric Sunroof. 


97 R VAUXHALL ASTRA 1.6 ARCTIC, Hatchback 5dr, Automatic, Petrol, Champagne, 50,000m, P/Steering, C/Locking, 
E/Windows, Air Conditioning, Alloys... n 


LOW INSURANCE 


04 54 VAUXHALL ASTRA 1.4 TWINPORT CLUB 16V, Hatchback 5dr, Manual, Petrol, Moonland Silver, 41,000m, 

S/History, P/Steering, C/Locking, E/Windows, Air Conditioning, Alloys.£6499 

00 W MERCEDES A140 CLASSIC, Hatchback 5dr, Manual, Petrol, Red, 40,000m, S/History, 1 Owner, P/Steering, 

C/Locking, E/Windows, E/Mirrors.£3999 

00 W VOLKSWAGEN POL01.0 E, Hatchback 5dr, Manual, Petrol, Mercato Blue, 75,000m, S/History, P/Steering .£3199 
01 51 FIAT PUNT01.2 GO LTD EDITION, Hatchback 3dr, Manual, Petrol, Swift Red, 22,575m, 1 Former Keeper, 

P/Steering, C/Locking, E/Windows.£3199 

02 02 HYUNDAI ACCENT 1.5 MVI, Hatchback 3dr, Manual, Petrol, Silver, 52,000m, S/History, P/Steering, C/Locking, 


97 R SAAB 9001S, Convertible 2dr, Automatic, Petrol, Blue, Cream Leather Interior, 79,000m, S/History, P/Steering, ^ HYUNDAI ACCENT 1.5 MVI, Hatchback 3dr, Manual, Petrol, Silver, 52,000m, S/History, P/Steering, C/Lockino 01Y FIAT BRAVA II 

99VrK^ 


0151 ROVER 251.4 IMPRESSION S, Hatchback 5dr, Manual, Petrol, 41,323m, S/History, P/Steering, C/Locking, 

E/Windows, Air Conditioning, Alloys.£2999 

99 V TOYOTA AVENSIS 1.8 GS, Liftback 5dr, Manual, Petrol, 65,085m, S/History, P/Steering, C/Locking, E/Windows, 

Air Conditioning, Electric Sunroof, ABS.£2999 

00 W ROVER 751.8 CLASSIC SE, Saloon 4dr Manual, Petrol, Wedgwood Blue, 68,000m, P/Steering, C/Locking, Air 

Conditioning, Alloys.£2999 

99 T FORD FOCUS 1.4 CL, Hatchback 5dr Manual, Petrol, Aqua Jade Green, 72,000m, P/Steering, C/Locking, 

E/Windows.£2999 

99 V VOLVO S401.6 XS. Saloon 4dr Manual, Petrol, Black, 64,221m S/History, 1 Former Keeper, P/Steering, 
C/Locking, E/Windows, Air Conditioning, Alloys.£2899 


.2 SX80, Hatchback 5dr Manual, Petrol, Blue, 44,000m, S/History, P/Steering, C/Locking, 


E/Windows, Alloys, Sport Seats. 

"1 Y DAEWOO MATIZ 0.8 SE PLUS, 


P/Steerina C/Locking, E/Windows, E’/Hood, Air Conditioning, Alloys 

01Y FORD MONDEO 2.5 V6 ST-24 RSA PACK, Saloon 4dr, Manual, Petrol, Amparo Blue, Part Leather Interior, p/| ,.- -^ 4QQ 


Supermini 5dr, Manual, Petrol, Blaze Yellow, 38,000m, S/History, P/Steering, 


01Y RENAULT CLI01.2 SPORT, Hatchback 3dr, Manual, Petrol, Green, 37,856m, S/History, One Owner, P/Steer ini 

C/Locking, E/Windows, Alloys, Sunroof, Sport Seats.£cwaa 

97 R FORD PUMA 1.716V, Coupe 3dr, Manual, Petrol, Panther Black, 67,000m, P/Steering, C/Locking, E/Windows, 

Alloy.£3299 

00 W PEUGEOT 3061.8 XS, Hatchback 3dr, Manual, Petrol, Ice Blue, 63,908m, P/Steering, C/Locking, E/Windows, Air 

Conditioning, Alloys, CD Player.£3199 

99 T FORD PUMA 1.716V, Coupe 3dr, Manual, Petrol, Stardust Silver, 74,000m, S/History, P/Steering, C/Locking, 

E/Windows, Alloy.£3199 

01Y RENAULT MEGANE 1.4 EXPRESSION, Coupe 2dr, Manual, Petrol, Silver, 58,000m, P/Steering, C/Locking, 

E/Windows, Rear Spoiler.£2999 

00 W CITROEN SAX01.6 
Upgraded Black Alloys, Sr 


E/Windows, Air Conditioning... 


...£P0A 


ESTATES AND MPV 


£2499 

0151 ROVER 451.8 IMPRESSION S, Hatchback 5dr, Manual, Petrol, Platinum Silver, 75,000m, S/History, P/Steering 

C/Locking, E/Windows, Air Conditioning, Alloys, Rear Spoiler.£2499 

00 X RENAULT MEGANE 1.6 RT16V, Hatchback 5dr, Manual, Petrol, Blue, 85,000m, P/Steering, C/Locking, 

E/Windows, Air Conditioning.£2499 

99TROVER2141, Hatchback5dr Manual, Petrol, Kingfisher Blue, 60,000m, P/Steering, C/Locking.£1999 

97 R VAUXHALL ASTRA 1.6 ARCTIC, Hatchback 5dr, Manual, Petrol, Red, 67,000m, P/Steering, C/Locking, 

E/Windows, Air Conditioning, Alloys.£1999 

04 54 VAUXHALL VIVAR01.9 Dl 2700 SWB L/ROOF, Manual, Diesel, Panorama Blue, 32,000m, S/History, P/Steerina 

C/Locking, Ply-Lined, T/Side Loading Doors, Bulkhead, CD Player.£7795+VAT 

04 04 VAUXHALL VIVAR01.9 CDTI2900 SWB L/ROOF, Manual, Diesel, White, 79,000m, P/Steering, C/Locking, 
T/Side Loading Doors, Ply-Lined.£6795+VAT 

Upgraded Black Alloys, Sport Seats.£2999 y i r mi MULiiru* (.a cl* jiu i iu, ivrv oar Manual, uiesei, breen, /o,+aom, uio mu i s, r/oieeririg, u/LocKing 03 53 FORD TRANSIT350 2.4 TDIMWB M/ROOF, Manual, Diesel, Silver, 83,000m, P/Steering, C/Locking Ply-Lined^ 

01Y CITROEN XSARA 1.6 VTR, Coupe 3dr, Manual, Petrol, Silver Pearlescent, 42,000m, P/Steering, C/Locking, ^Windows Air^ijoning AJ oys, Twin Sunroofs . ... .£3699 Side Loading Door, Bulkhead.£6495+VAT 

* jows^^s]iort Seats . .. . . . . . . . .. . . .£2999 0453, KIACARENS18 LX, MPV 5dr, Manual, Petrol, Blue, 29,282, P/Steering, C/Locking, E/Windows, Air 01 y F0RD TRA NSIT 260 2 .o TDI SWB M/ROOF, Manual, Diesel, White, 44,000m, One Owner, P/Steering, C/Locking 

99 A VOLVO S401.8 SE, Saloon 4dr, Manual, Petrol, Green, Full Leather Interior, 83,456m, S/History, 1 Former Keeper, uonaition mg, t/Mjrrqrs..... ..........£3499 pi v/ _i i nP H RmIWippH cuhp i naHinn rvw p^orj-Vat 

P/Steerina, C/Lockina, E/Windows, Air Conditioning, Alloys, Cruise Control, Heated Seats, Rear Spoiler.£2499 00 X RENAULT SCENIC 1.4 SPORT, MPV 5dr, Manual, Petrol, Green, P/Steering, C/Locking, E/Windows, Air y T ’ 9 D u/onnc iocdud "m .i rv. ■"”v*V h 't™ 7n.««.■ t 

Conditioning,Alloys.....£3499 no m p.itrofm m ay 9«uniiflnni wrh/roofipkrhp mm m \A/h,tP «nnnm i rw c/H.ctnn, 


03 53 ROVER 75 2.0 V6 CLUB SE, Tourer 5dr, Manual, Petrol, Blue, 51,442m, S/History, P/Steering, C/Locking, 

E/Windows, Air Conditioning, Alloys, Roof Rails.£5499 

01 51 FORD FOCUS 2.0 GHIA, Estate 5dr, Manual, Petrol, Pepper Red, Full Beige Leather Interior, 29,000m, P/Steerina, 

C/Locking, Air Conditioning, Alloys, Traction Control, Heated Front Seats, Winter Package.£4799 

01X VAUXHALL ZAFIRA 1.6 CLUB, MPV 5dr, Manual, Petrol, Silver Lighting, 48,000m, P/Steering, C/Locking, 

E/Windows, Air Conditioning, 7 Seats.£4299 

_ 00 X VAUXHALL ZAFIRA 1.6 COMFORT, MPV 5dr, Manual, Petrol, Star Silver, 77,250m, S/History, P/Steering, 

.6VTS, Hothatch 3dr, Manual, Petrol, Goid, 80.000m. P/Steering, C/Locking, E/Windows. C/Lockina E/Windpws Air Conditioning 7 Seats. . . . . ... £3999 

‘ iort 3eats £2999 01 Y FIAT MULTIPLA 1.9 ELX JTD110, MPV 5dr, Manual, Diesel, Green, 78,496m, Old MOTs, P/Steering, C/Locking, 

E/Windows, Air Conditioning, Alloys, Twin Sunroofs.£3699 

04 53 KIA CARENS 1.8 LX, MPV 5dr, Manual, Petrol, Blue, 29,282, P/Steering, C/Locking, E/Windows, Air 


...£3499 


01X MERCEDES A190 AVANTGARDE, Hatchback 5dr, Automatic, Petrol, Gunmetal Grey, Part Black Leather Interior. 
51,000m, P/Steering, C/Locking, E/Windows, 17” AMG Alloy Wheels, Electric Sunroof.£41 

97 R SAAB 9001S, Convertible 2dr, Automatic, Petrol, Blue, Cream Leather Interior, 79,000m, S/History, P/Steerina, 

C/Locking, E/Windows, E/Hood, Air Conditioning, Alloys.£4 

99 V RENAULT MEGANE 1.6 SPORT, Cabriolet 2dr, Automatic, Petrol, Blue, 57,940m, S/History, 1 Former Keeper 

P/Steerina, C/Locking, E/Windows, E/Hood, Air Conditioning, Alloys.£3 

0151 CITROEN XSARA 2.0 LX HD1110 AUTO, Hatchback 5dr, Automatic, Diesel, Silver, 70,000m, S/History 

P/Steering, C/Locking, E/Windows, Air Conditioning. 

00 W VAUXHALL ASTRA 1.7 LS DTI. Hatchback 5dr, Manual, Diesel, Satin Red, 48,758m, S/History, 1 Owner, 

P/Steering. C/Locking, E/Windows, Air Conditioning.£3399 

0151 CITROEN C5 2.0 LX HDI90, Hatchback 5dr, Manual, Diesel, Blue, 76,176m, P/Steering, C/Locking, E/Windows, 

Air Conditioning, ABS, CD Player.£2999 

00 W ROVER 25 2.0 ILTD, Hatchback 5dr, Manual, Diesel, Blue, 51,540m, S/History, P/Steering, C/Locking, 

E/Windows.£2799 

00 W ROVER 251.8 IL STEPTRONIC, Hatchback 5dr, Automatic, Petrol, Blue, 41,000m, P/Steering, C/Locking, 
E/Windows.£2699 

98 S VAUXHALL CORSA1.4 CDX, Hatchback 5dr Automatic, Petrol, Satin Red, 52,107m, S/History, P/Steering, 

C/Locking, E/Windows, Air Conditioning, Alloys. 

99 S VAUXHALL VECTRA 1.8 ARCTIC II LTD EDITION, Hatchback 5dr, Automatic, Petrol, Star Silver, 49,523m, 

S/History, 1 Owner, P/Steering, C/Locking, E/Windows, Air Conditioning, Alloys. 


£2499 

£2199 


99 V LAND ROVER FREELANDER 1.8 4X4, Station Wagon 5dr, Manual, Petrol, 73,316m, P/Steering, C/Locking, 

E/Windows, Air Conditioning, Alloys.£3499 

00 W CITROEN BERLING01.8 MULTISPACE, MPV 5dr, Manual, Petrol, Blue, 70,000m, S/History, P/Steering, 

C/Locking, E/Windows.£2999 

03 52 KIA RI01.3 L, Estate 5dr Manual, Petrol, Silver, 43,358m, 1 Owner, P/Steering.£2999 

99 T VOLVO V40 2.0TXS, Estate 5dr, Manual, Petrol, Silver, 70,000m, P/Steering, C/Locking, E/Windows, Air 

Conditioning, Alloys.£2999 

00WKIASPORTAGE2.0SX4WD, Station Wagon 5dr, Manual, Petrol, Blue, 85,000m, P/Steering, C/Locking, 

E/Windows, Alloys.£2699 

99 V FORD MONDEO 2.0 LX, Estate 5dr, Manual, Petrol, Green, 75,844m, S/History, P/Steering, C/Locking, 

E/Windows, Air Conditioning.£2399 


02 52 RENAULT LAGUNA 1.8 EXPRESSION, Hatchback 5dr Manual, Petrol, Green, 51,000m, P/Steering, C/Locking, 

E/Windows, Air Conditioning, Alloys.£3999 

04 53 ROVER 451.6 IXS, Hatchback 5dr Manual, Petrol, Black, 33,000m, S/History, P/Steering, C/Locking, 

E/Windows, Air Conditioning, Alloys.£3999 

01 51 NISSAN ALMERA 1.5 ACTIV, Hatchback 5dr Manual, Petrol, Blue, 58,000m, S/History, P/Steering, C/Locking, 

E/Windows, Sunroof.£3499 

99 V HONDA CIVIC 1.51 SPORT. Hatchback 5dr, Manual, Petrol, Red, 54,555m, S/History, P/Steering, C/Locking, 

E/Windows, Air Conditioning, Alloys.£3199 

00 W TOYOTA AVENSIS 1.6 SE, Saloon 4dr, Manual, Petrol, Silver, 65,000m, P/Steering, C/Locking, E/Windows, Air 
Conditioning, Alloys.£3199 


02 02 CITROEN RELAY 2.8 HD11800 LWB H/ROOF126BHP, Manual, Diesel, White, 63,000m, 1 Owner, S/History, 
P/Steering, C/Locking, E/Windows, Ply-Lined, Side Loading Door, Bulkhead.£5295+VAT 


MEDIUM VANS 


04 04 FORD TRANSIT CONNECT 1.8 TDCI SWB, Manual, Diesel, White, 39,000m, P/Steering, C/Locking, E/Windows, 

Side Loading Door.£5995+VAT 

02 02 PEUGEOT EXPERT 1.9 D, Manual, Diesel, White, 55,000m, S/History, One Owner, P/Steering, C/Locking 

E/Windows, T/Side Loading Doors, Bulkhead. 

0151 PEUGEOT EXPERT 1.9 D, Manual, Diesel, White, 66,000m, One Owner, P/Steering, C/Locking, E/Windows, 

T/Side Loading Doors, Bulkhead.£4495+VAT 

02 02 SUZUKI CARRY 1.3 SWB, Manual, Petrol, 35,000m, S/History, One Owner, T/Side Loading Doors, Ply-Lined 
.£3695+VAT 


White, 49,000m, P/Steering, C/Locking, Ply-Lined, T/Side 

.£6495+VAT 


* 
* 
* 
* 
* 
* 
* 
* 
* 
* 
* 


WE OFFER 

LOW RATE 


WE WANT 
YOUR PART 


EU M 


UPTO 

100 VEHICLES 


STOCK 


04 04 VOLKSWAGEN CADDY 2.0 SDI, Manual, 

Loading Doors, Bulkhead, CD Player. 

04 04 VAUXHALL ASTRAVAN 1.7 CDTI SPORTIVE, Manual, Diesel, Silver, 65,000m, One Owner, P/Steerina, 

C/Locking, E/Windows, Air Conditioning, Alloys, CD Player.£5995+VAT 

04 54 VAUXHALL ASTRAVAN 1.7 CDTI LS, Manual, Diesel, Blue, 61,000m, One Owner, P/Steering, C/Locking, Air 

Conditioning, Bulkhead.£5495+VAT 

0353 VAUXHALL ASTRAVAN 1.7 DTI SPORTIVE, Manual, Diesel, Silver, 83,000m, One Owner, P/Steering, C/Locking, 

E/Windows, Air Conditioning, Alloys, CD Player.£4995+VAT 

0453 VAUXHALL COMB01.7 Dl, Manual, Diesel, White, 69,00m, P/Steering, C/Locking, Side Loading Door 

03 03 VAUXHALL COMB01.7 DTI, Manual, Diesel, White, 77,000m, P/Steering, C/Locking, Rear Seat Conversion 

.£4495+VAT 

02 52 VOLKSWAGEN CADDY 1.9 SDI, Manual, Diesel, Blue, 64,000m, P/Steering, C/Locking, E/Windows, Air 

Conditioning, Ply-Lined.£3995+VAT 

02 52 FIAT NEW PUNT01.9 D CDV, Manual, Diesel, White, 26,000m, S/History, 1 Owner, P/Steering, Airbags, 

Bulkhead, Airbags.$295 +VAT 

02 02 FIAT NEW PUNT01.9 D CDV, Manual, Diesel, White, 32,000m, S/History, 1 Owner, P/Steering, Airbags, 
Bulkhead, Airbags.$295+VAT 


01YISUZU TROOPER 3.0 TD SWB, Manual, Diesel, White, 75,000m, P/Steering, C/Locking, Commercial Vehicle 

.£4995+VAT 


* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 
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★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★ 


Sandy: 08444 704176 www.thehuntscarco.co.uk 


51 LONDON ROAD 
SANDY 

BEDS* SGI 9 1DZ 


OPENING HOURS: 
Mon-Sat - 8.30 - 5.30 
Sun -10.30 - 4.00 
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risi 

Motors 


Caravans ■ 
Camping 


ABBEY 470 
SAFARI 

2004, luxury 2 berth caravan, 
end bathroom, on board tank, 
mover, excellent condition 

£8,500 
01223 842580 
07801 811644 


Cars Wanted 


CAMBS CAR 
COLLECTION 

MOT FAILURES 

Accident damaged 
and non runners bought for cash. 

Scrap cars collected free. 

Call Cambs Car Collection 

* REGISTERED WASTE DISPOSAL * 

01353 777421-07821 209281 


r — — — — — — — — — — — — — — — — — — — — — ^ 


UNWANTED VEHICLES 


f L The Legal way to dispose of your vehicle is to send it to a licensed DVLA I 
approved Authorised Treatment Facility and obtain a Certificate of Destruction I 


COACHMAN 
PASTICHE 470 

2 berth caravan, 9 months 
old, hardly used, purchase 
price £14,865, selling for 

£ 12,000 
01353 861540 
07709 265167 


PEUGEOT TALBOT 
BURSTNER 

1990(G), 4/5 berth, 5 speed, 
57,000 miles, 2.0 petrol, full 
spec, 12 months MoT, 6 
months tax 

£4,750 
01223 233463 
07828 292515 


SWIFT 

CAPPACINO 2000 

2 berth, ltd edition, excellent 
condition, interior pristine, 
central heated, fridge, alko- 
hitch stabiliser, 2 new tyres, 
awning, fully serviced 

£5,000 ono 

01223 314743 


Caravan and 
Motorhome Hire 

Caravan Servicing and 
Minor Repairs 
Leisuredrive 
Motorhomesales 

Contact Mark 
07725 216088 
01480 811701 

www.jandmcaravans.co.uk 



AT Freds Tyres, part worn 
tyres guaranteed. Tel: 
01353 741279 


WANTED 

Scrap, Damaged, MOT Failures 

* Licensed Authorised Treatment Facility * 

* DVLA Certificate of Destruction Issued and Electronically sent * 
* Environment Agency Licence No. EAWML75119 * 
CHARLTON RECYCLED AUTOPARTS LTD 

01223 832656 



WANTED 

CARS + VANS 
£600 TO £20,000 

CASH TODAY 

ALL CARS CONSIDERED 

• High Mileage • MOT Failures 
• Unwanted • Damage 
7 Days /1 hour anywhere 

01279 723366 


WANTED 

Cars, Vans, Trucks, 
Caravans & Motorhomes 
with or without MoT 

07767 772803 
01480 477767 

Also scrap cars £30 - £50 


£20 PAID 
FOR... 

Local collections of 
vehicles, plant and 
machinery. Trade 
collection 

undertaken farm & 
factory clearance. 

Lyngate Motors 
Milton, Cambs 
07808 357070 
01223 565078 


Aadvark 

Car 

Collection 

Registered 
Waste Disposals 

All Cars, Vans, 4WD's, etc. 
MoT failures and write offs 
bought for cash anytime, 
anywhere. 

Everything considered. 

ALSO 

Scrap cars removed 
free of charge. 

01353 775172 
07981 269814 


Cars Wanted 


CARS + VANS 

WANTED 

£800 - £ 40,000 

INSTANT 

CASH 

We pay more 

High or low miles, 
MoT or not, even 
damaged 

01277 890992 


A-B CARS 
WANTED 

CARS • VANS • TRUCKS 

Minumum offer £35 
for MoT failures 

Best prices for old scrap 

01353 861694 
07972 756181 


A BETTER 
PRICE PAID 

For cars, vans, trucks 
Minimum of £40 paid 
for scrap metal 
vehicles, trucks vans 
and MoT failures, 
anything considered, 
7 days a week. 
Registered waste 
carriers! 

01353 699742 
07968 661115 


ALL SCRAP 
VEHICLES WANTED 

Cash paid, prompt 
collection, Rampton 
Car Breakers, your 
local licensed 
breakers yard, DVLA 
registered, est 40 
years, ring anytime 



FORD ESCORT 55 
DIESEL VAN 

P Reg'd, grey, full MoT, drives 
all good 

£750 

01353 741013 
07889 509009 


Mopeds 


YAMAHA AEROX 
50cc 

2003, tax & MoT, fully 
serviced, reliable, blue, good 
condition 

£800 ono 

01223 528042 


Citroen 


CITROEN SAXO 
1.6 VTR 

2003 (52), 62,500k, silver, 
alloys, Pioneer CD, 6 by 9 
speakers, FSH, e/w, s/r, 
c/locking, tax June, 11 
months MoT 

£2,995 ono 
01223 835166 
07714 452763 


01954 251030 
07788 825202 


c&s 

RECOVERY 

£20 to £50 
PAID 

Scrap MoT 
failures and 
accident damaged 
cars and vans 

07702 418058 


CASH PAID 

For your car or van 
Top prices paid for all 
makes in any condition 
Accident & 
mechanical damage 
With or without 
MoT welcome 
£30 minimum paid 
for scrap vehicles 
Collection 7 days a week 

07846 906586 


WANTED 

CARS VANS 
AND PICK-UPS 

With or without MoT, 
caravans bought, scrap 
cars and scrap metal 
cleared, prices negotiable. 

Registered Waste 
Carriers 

01223 207992 
07984 905621 



CITROEN 
BERLINGO LX 

1.9D van, S reg'd, 118k miles, 
tax & MoT, PAS, r/c/l, e/w, 
rear wipe wash, load liner, 
towbar, excellent condition 

£1,595 ono 
07703 596070 
01763 256987 


CITROEN 

BERLINGO LX 1.9 

Dec 02,130k miles, diesel, 
latest shape, white, ply lined, 
electric pack, PAS, FSH, full 
MoT, 6 months tax, vgc 

£2,250 No VAT 

01223 832519 


FORD TRANSIT 
190 LWB TIPPER 

2498cc, 1994 (M), 163k 
miles, reliable old workhorse, 
good engine, excellent tipping 
equipment, diesel, MoT Jul 
08, tax Jun 08 

£650 ono 

SOLD 


FORD TRANSIT 
VAN 

2005, 78,000 miles, 1 year 
left with warranty and 
guarantee, FSH, vgc 
throughout, very reliable, 
genuine reason for sale 

£8,500 plus VAT 
07792 425220 
01799 513325 


NISSAN CABSTAR 
TIPPER 


Dropside, 2006,13,000 miles, 
taxed, white, very clean 

£10,750 
01767 677459 
07973 117993 


RAMSEY 
VEHICLE 
SALES LTD 

A large selection of light 
commercial vehicles. 

Please see our used van 
list in Huntingdon, 

St. Ives, 

St. Neots and Cambourne 
Weekly News or call 
01487 710011 or 
07974141318 
www.ramseyvehiclesales.co.uk 


Motorbikes 


MOTORCYCLES and 

scooters wanted, best 
prices paid for MoT fail¬ 
ures, damaged and non¬ 
runners, scrap collected 
free. Call Will: 01353 
777421/07821 209281. 


OLD MOPED/ 
MOTORCYCLE 


WANTED 
Cash Paid 


01223 208434 


SERVICE and repair, off 
road in Soham, service, 
repair, tuning, suspen¬ 
sion, MoT work & jetting, 
no VAT, 30 years experi¬ 
ence. Call: 01353 

723883 or 07951 

010542. 




BMW 325i Coupe, 94 (L), 
120k miles, maritius 
blue, FSH, 2 dr, 5 speed, 
ABS, PAS, alloys, 2 own¬ 
ers, s/r, drivers air bag, 
fully serviced, r/c/l, CD, 
alarm, lovely looking car, 
£2,595. 01223 893760.T 


BMW 318 IS 
COUPE 


1999 (T), 87,500 miles, MoT 
& tax June 08, alloys, e/w, c/I, 
FSH, excellent condition 

£2,500 

01223 212476 


BMW 5251 
TOURING 

Estate, 1992 (J), 119k miles, 
sky blue, e/w, e/m, c/I, alloys, 
3 former owners, 10 months 
MoT, recent service, some 
service history, reliable 

£595 No Offers 

07817 606407 


Citroen 


CITROEN Xsara 1.4 Forte, 
W reg'd, black, tax & 
MoT, 5 dr, c/I, air con, 
e/w, PAS, new tyres, Cat 
C repaired, bargain, 
£1,195 ono. Tel:01763 
256987 07703 596070 


CITROEN 
BERLINGO 1.9 0 

2003, 55,000 miles, MoT Jul 
08, tax Jun 08, roof rack, 
towbar, dog guard, recent 
exhaust & battery, FSH 

£3,795 ono 

01954 251751 


CITROEN SAXO 
1.6 VTR 

2003 (03), 54,000 miles, 3 dr, 
silver/ blue, FSH, MoT Aug 
08, tax Jul 08, immaculate 
condition 

£3,200 ono 
01954 719623 
07872 986763 d 


CITROEN SAXO 
FORTE 1124cc 

2002 (51), blue, 12 months 
MoT, 6 months tax, s/r, CD, 
vgc 

£1,550 ono 

01223 564928 


CITROEN SAXO 
SX AUTO 1.4 

2000 (W), red, 5 dr, PAS, 
radio/ CD, sunroof, e/w, 
19,000 miles, MoT July 08. 
www.smallcarsonly.co.uk 
20+ cars available 

£2,595 

01440 730104.T 



LANCIA FULVIA 
SALOON 1300cc 

1972, low mileage, LHD, MoT 
& tax exempt, vgc, great fun 
to drive 

£2,200 ono 
01223 472541 
07866 633233 


Daewoo 


DAEWOO MATIZ 
796cc SE 

2000, 4 months MoT, 6 
months tax, 1 owner, PAS, 
silver, 5 spd manual, recent 
exhaust, FSH, air bags, good 
condition 

£1,000 ono 
01480 395636 eve/ 
weekends 



FIAT MAREA 
WEEKEND 2.0 

98, S reg'd, 61k miles, estate, 
black, recent battery, exhaust 
& windscreen, tax & MoT, 
good condition 

£725 ono 
01223 233226 
07774 094975 


FIAT PUNTO 1.2 


May 04, 38,000 miles, crystal 
green, 3 dr, front e/w, dual 
steering, vgc 

£2,950 

SOLD 



FORD KA2 1.3 Collection, 
2000, V reg'd, met green, 
only 25,000 miles, FSH, 
2 owners from new, PAS, 
c/ locking, e/ windows, 
radio/ cass, airbag, air 
con, immob, colour 
coded bumpers, new 
MoT, warranty, excellent 
condition, £2,495. _ Tel: 
01799 584327 07779 
557267 www.row- 
leyscars.co.uk 


FORD Galaxy 2.3 GLX, 
1998, S reg'd, FSH, 5 
door/speed, 7 seater, air 
con, PAS, ABS, stereo, 
c/I, e/w, serviced, MoT, 
excellent condition, 
£2,495. _ Tel: 01223 
893760.T 


Ford I Ford 


FORD Fiesta 1.25 
Freestyle, 2002, 02 

plate, met green, only 
37,000 miles, FSH, 1 
owner from new, PAS, c/ 
locking, e/ windows, 
radio/ CD player, airbag, 
air con, alloys, immob, 
colour coded bumpers 
and mirrors, long MoT, 
warranty, immaculate 
condition, £3,250 Tel: 
01799 584327 07779 
557267 www.row- 
leyscars.co.uk 


FORD ESCORT 
ENCORE 1.4 

98 (R), 5 door, power steering, 
radio/ cassette, green, 57,000 
miles, FSH, MoT April 08. 
www.smallcarsonly.co.uk 
20+ cars available 

£1,295 

01440 730104.T 


FORD ESCORT 
ESTATE LX 1.8 

S Reg'd, met green, full MoT, 
air bag, PAS, e/windows, 
drives all good 

£1,050 
01353 741013 
07889 509009 


FORD FIESTA 1.4 
ZETEC 

V reg'd, 64k miles, 3 dr, met 
red, MoT, PAS, c/I, alloys, 
stereo, excellent condition 

£1,995 ono 
07703 596070 
01763 256987 


FORD FIESTA LX 
ZETEC 


P reg'd, New shape, black, 
full MoT, drives 100%, 1242cc 

£1,050 
01353 741013 
07889 509009 


FORD FIESTA 
ZETEC 


99, 58,000 miles, 2 owners, 
silver, MoT 


£1,400 ono 

01223 830318 


FORD MONDEO 
ESTATE LX TD 

99 (V), 157,000 miles, good 
condition, 11 months MoT, 5 
months tax, dark blue 

£1,300 ono 
01480 383403 after 
12noon 



FORD PUMA 1.7 
VVTi 

1999 (V), 49,000 miles, met 
blue, ABS, air con, alloys, CD, 
driver's air bag, e/m, e/w, 
FSH, PAS, r/c/l, very good 
condition 

SOLD 


Honda 


HONDA HR-V 
1600 

2003 (03), 30,000 miles, 5 dr, 
black, a/c, CD, e/m, e/w, FSH, 
r/c/l, MoT Dec 08, taxed Jul 
08, good condition, 1 owner 

£5,875 ono 
01462 707004 d 
01223 701125 e 



HYUNDAI COUPE 
2.71 SE 


2003 (03), 42,000 miles, red, 
MoT and tax, vgc, climate 
control, 6 speed, cruise 
control, service history, no 
canvassers 

£6,000 ono 
01638 741885 
07999 835091 


FORD FIESTA 
ZETEC 1.25 

99 (T), 5 dr, PAS, radio/ cass, 
e/ windows, a/c, 51,000 miles, 
silver, MoT Sept 08. 
www.smallcarsonly.co.uk 
20+ cars available 

£1,995 

01440 730104.T 


FORD KA21.3 

99 (T), 3 dr, PAS, e/w, radio/ 
cass, s/r, black, only 26,000 
miles, FSH, MoT May 08. 
www.smallcarsonly.co.uk 
20+ cars available 

£2,295 

01440 730104.T 


FORD MONDEO 
1.81 LX 

1998 (R), 65,000 miles, 5 dr, 
silver, air con, CD, PAS, MoT 
& tax April 08, 

£495 ono 

SOLD 


FORD MONDEO 
2.0 16V GLX 

Zetec estate, 1998 (S), 151k, 
silver, MoT Oct '08, FSH, PAS, 
ABS, air bags, e/h/w, e/h/m, 
c/c, c/I, recent cam belt, CD, 
excellent condition 

£995 ono 

07760 144983 



LANDROVER 

DISCOVERY 


1997 (P), MoT Aug 08, tax 
Feb 08, green, PAS, 7 seater 

£1,600 ono 

SOLD 


LANDROVER 
FREELANDER 2 

2.2 litre, Aug 07,19.5k miles, 
diesel, SE, Sat Nav, full 
electrics, half leather interior, 
dual sunroof, sale due to move 
to Australia, love the car! 

£23,500 ovno 

07734 537846 


Cambridge Evening News 

NEWSPOINT 


You can now 
order ‘News' 
photographs from our: 

NEWSPOINTS 

Cambridge Central 
Library, Lion Yard, 
Cambridge, 

or Grafton Centre 
Information Kiosk, 

Cambridge. 
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Mercedes 


Peugeot 


MERCEDES BENZ 
C CLASS 2.3 

C sport coupe, 230k, 51 plate, 
71,000 miles, auto, silver, 
anth leather, alloys, climate & 
cruise control, glass roof, tax 
& MoT June, FSH 

£8,450 

01440 709355 


MERCEDES C220 
DIESEL 


P reg'd, 2 months MoT, good 
condition, white 


£950 ono 

07960 336379 



PEUGEOT 407 
SW 1.9 TDi 

05,108k miles, full MoT, 6 
months tax, FSH, Sat Nav 

£6,500 

01480 413831 d 
01954 780461 e 


Renault 



MERCEDES BENZ 
CLK 230K 

1999 (T), 56k miles, Elegance, 
silver, ABS, PAS, cruise 
control, leather interior, alloys, 
FSH, MoT Jul, excellent 
condition 

£6,950 

07973 791837 


RENALT LAGUNA 
RT 2.0L 

petrol, 1997 (R), 124,000 
miles, manual MoT Oct '08, 
tax June '08, green, e/w 

£450 ono 
01954 782280 



RENAULT CLIO 
1.2 EXTREME 

May 02, 59,000 miles, 3 dr, 
black, PAS, s/r, e/w, CD, 
alloys, MoT Oct 08, taxed Aug 
08 

£3,200 ono 

01480 436430 


NISSAN Micra 1.0 S, 
2000, X reg'd, met silver, 
only 30,000 miles, FSH, 
1 owner from new, PAS, 
radio/ cass, air bag, 
immob, new MoT, war¬ 
ranty, excellent condi¬ 
tion, £2,250 Tel: 01799 
584327 07779 557267 
www. rowleyscars.co. u k 

NISSAN Almera, 5 dr 
hatch, 65k miles, N 
reg'd, tax & MoT, FSH, 
c/I, PAS, e/w, e/s/r, excel¬ 
lent family car, £725. 
Tel:01763 256987 07703 
596070. 


Rover-MG 


NISSAN MICRA 
INSPIRATION 16V 

1 LITRE, 99, T reg'd, silver, 3 
dr, PAS, radio/ CD, sunroof, 
39,000 miles, MoT May 08. 
www.smallcarsonly.co.uk 
20+ cars available 

£1,895 

01440 730104.T 



MG ZT+1.8 

2005 (54 plate), 58,000 miles, 
grey, taxed June 2008, MoT 
January 2009, FSH, climate 
control, alloys, stereo + 
extras, excellent condition 

£5,250 ono 
01799 543665 



PEUGEOT 206, 1.9 LX, 86 
k miles, diesel, Y reg'd 
(01), 5 door/ speed, 
hatchback, silver, FSH, 
air con, r/c/l, PAS, CD, air 
bags, £2,795. 01223 

893760.T 


ROVER 216 SLi 
1.6 AUTO 

1997, 38,000 miles, green, 5 
door, hatch, service history, 
MoT Sep 08, tax Mar 08, vgc 

£1,500 ono 

07802 948839 


PEUGEOT 106 1.1 
ZEST 2 


1999, S reg'd, 77,000 miles, 
taxed, MoT Sep 08, silver, vgc 


£999 ono 

07970 708736 


ROVER METRO 
1.1 S 


H reg'd, 10 months MoT & 
tax, met grey, good runner 


£495 

07762 267641 
01353 740330 



PEUGEOT 206 
GLX AUTO 

2001 (Y), 54,000 miles, FSH, 
MoT Nov 08, tax May 08, 
excellent condition, well cared 
for 

£3,195 
01223 893632 
07515 107987 


SEAT ALHAMBRA 
1896cc TDi 

2003 (03), 93,093 miles, 

115bhp, met silver, FSH, 
towbar, mats, MoT Jun 08, 
taxed Aug 08,1 owner, 
excellent condition 

£6,750 ono 
01223 893794 
07860 724756 


PEUGEOT 406 
GLX AUTO 

X reg'd, 44,000 miles, 
tax Apr '08, MoT Oct '08,1 
owner, FSH, alloy wheels, 
PAS, air con, climate control 

£2,800 

01440 762349 



Subaru 



SUBARU 
IMPREZA 2.0 

WRX turbo, import, 101k 
miles, silver, 10 months MoT, 
a/c, e/w, e/m, alarm, immob, 
r/c/l, 17" alloys, dump valve, 
turbo timer, K&N air filter 

£2,150 ovno 

07817 606407 



TOYOTA CELICA 
VVTi 190 

2002, 68k miles, black, 
climate control, leather, sport 
pack, Sony, fully loaded, 
FTSH, tax & MoT, sale due to 
company car 

£7,800 ono 

01223 264311 


VAUXHALL 
ASTRA 1.4 LS 

00 (V), 68k miles, 16v, 5 dr, 
dark met green, air con, CD, 
e/w, FSH, PAS, r/c/l, MoT Nov, 
taxed May, good condition 

£1,900 
07759 670271 
01223 569647 


VAUXHALL 
ASTRA 1.4 LSi 

1994 (L), Hatchback, 120k 
miles, long MoT, tax April '08, 
s/history, good condition, 
used daily, same owner for 
last 8 years 

£200ono 
07764 335032 
01223 830086 


SKODA Octavia 1.8 SLXi, 
20v, estate, 1999, T 
reg'd, FSH, 5 dr/5 spd, 2 
owners, air con, PAS, 
ABS, stereo, c/I, e/w, 6 
months MoT, super car, 
£2,495. _ Tel: 01223 
893760.T 


VAUXHALL 
C0RSA1.2 CLUB 

99 (V), 77k miles, 3 dr, MoT 
Sep 08, met silver, 2 owners, 
PAS, s/r, FVSH, excellent 
condition, insurance group 2, 
warranty 

£2,150 
01223 300990 
07984 127768.T 


VW GOLF 1.8 CL 
AUTO 

1997, R reg'd, 34,000 miles, 
5 door, dark blue, radio, FSH, 
MoT Dec 08, taxed, excellent 
condition 

£2,095 ono 
01223 210545 
07906 277119 


SUZUKI Wagon R+ 1.3S 
Ltd, 5 door, 2003, 03 
plate, met blue, only 
36,000 miles, FSH, 1 
owner, PAS, c/ lock, e/ 
wind, alloys, air bags, 
radio/ CD player, alloys, 
immob, colour coded 
bumpers, long MoT, war¬ 
ranty, immaculate condi¬ 
tion, £3,250 Tel: 01799 
584327 07779 557267 
www. rowleyscars.co. u k 


Toyota 


TOYOTA Yaris 1.0 GS, 5 
door, 1999, T reg'd, blue, 
80,000 miles, FSH, PAS, 
e/ windows, c/ locking, 
radio/ cass, air bags, 
immob, colour coded 
bumpers, long MoT, war¬ 
ranty, excellent condi¬ 
tion, £1,995 Tel: 01799 
584327 07779 557267 
www. rowleyscars.co. u k 


VW GOLF 1.8 GL 
AUTOMATIC 

96 (M), only 78,000 miles, 
FSH, MoT Aug 08, 6 months 
tax, e/ windows, sunroof, CD 
player, black, alloys, excellent 
condition 

£1,250 
01223 860170 
07881 633006.T 


VW POLO 1.4 
MATCH 


2002 (51), 5 door, taxed, 12 
months MoT, FSH, alarm 


£3,000 

01223 565139 



VOLVO 850 
ESTATE 

96,128,000 miles, FSH, s/r, 
alloys, MoT Oct, recent tyres, 
heated seats & mirrors, a/c, 
PAS 

£1,150 

01638 741425 


Vauxhall 


VAUXHALL Corsa 1.2 
Comfort, 5 door, 2001, Y 
reg'd, met ice green, only 
40,000 miles, FSH, 2 
owners, PAS, cl lock, e/ 
windows, air bags, sun¬ 
roof, radio/ CD player, 
immob, colour coded 
bumpers, new MoT, war¬ 
ranty, excellent condi¬ 
tion, £3,250. Tel: 01799 
584327 07779 557267 
www. rowleyscars.co. u k 

VAUXHALL Corsa 1 .2 
Comfort, 5 door, 2001, Y 
reg'd, met silver, only 
37,000 miles, FSH, 1 
owner, PAS, c/ lock, 
airbags, air con, radio/ 
cass, immob, colour 
coded bumpers, new 
MoT, warranty, excellent 
condition, £3,250 Tel: 
01799 584327 07779 
557267 www. row¬ 
leyscars.co. uk 


VOLVO S401.8 

1998 (R), 95k miles, 4 dr, 
white, c/I, FSH, MoT Jan 09, 
taxed Jan 08, very good 
condition 

£1,200 ono 

01638 507474 e 



PERODUA 
KENARI 989CC 

GX 5, 2001 (Y), 32,000 miles, 
5 door, gold, CD, c/I, e/w, 
FSH, PAS, air bags, MoT & 
tax Mar 08, excellent 
condition 

£2,200 

01480 351635 



CARS FOR SALE: 
£400 TO £1,000 

Mondeos, Astras, small cars, 
Fiestas, Corsas, Rovers, 
Peugeots, Clios, 7 seater 
Espace, Diesel, small van, 
estates, lots more in stock 

01353 741013 
07889 509009.T 


RAYS CARS 


Vaux Corsa Turbo Diesel 1.5, 5 
dr, 94 (L), MoT Oct 08, tax Apr 
08, must be seen, £675. Fiat 
Brava 1.6,1999 (T), MoT Oct 
08, silver green, £775. Rover 
45 1.6, 2000 (X), MoT & taxed 
April 08, silver, £1,075 

For more details 

contact Ray on 
07720 297822 







www.randrcars.co.uk 

www.darkcars.co.uk 


01223353124/352702 


GOOD USED CARS BOUGHT 

04 54 VW GOLF 2.0 SDi (Diesel), new shape, 5 dr, met blue, 1 lady owner, 26,000 miles only, 

value.£7,799 

02 52 BMW 316i 1.8 Ti SE Compact, metallic red, 56,000 miles, FSH, climate, alloys.£6,999 

04 04 VAUXHALL ZALIRA 1.8 Life Automatic 7 Seater, silver, 1 lady owner, 12,522 miles 

only, FSH, air con, t/c.£5,999 

05 54 RENAULT GRAND SCENIC 1.6 VVT Expression (7 seater), metallic grey, 1 private 

owner, 19,163 miles, air con.£6,499 

05 54 RENAULT SCENIC 1.6 VVT Expression, Automatic (7 seater), gold, 1 lady owner, 

15,510 miles, air con, only.£5,999 

05 55 NISSAN ALMERA 1.5 SVE, 5 dr, met blue, 1 owner, 18,000 miles, FSH, alloys, climate, 

sat nav, elec windows etc.£5,699 

01 Y TOYOTA RAV 4 2.0 GX VVTi SUV, red, 2 owners, PAS, ABS, air con, alloys, CD, sidestep 

etc.£5,499 

03 53 RENAULT SCENIC 1.6 16V Fidji, Ltd Edition, red, 1 lady owner, 29,910 miles, air con, 

alloys, only. £4,999 

98 S MERCEDES E320 Elegance|Automatic,!silver, leather, sir con, alloys, FSH, 75,000 miles, 

full elec, cruise control.£4,999 

05 55 NISSAN ALMERA Tino 1.8 S MPV, red, 44,54 miles only, air con, CD, elec windows, our 

price.£4,799 

05 05 RENAULT CLIO 1.2 16v Sport Dynamique, 3dr, blue, PAS, ABS, alloys, multi air bags, 

CD, e/w, e/m, sunroof, light sensors etc, 1 owner, FSH.£4,699 

04 04 ROVER STREETWISE 1.4 (103bhp) SE, 3 dr, petrol blue, Rover + 1 lady owner, 31,000 

miles, FSH, alloys, leather trim, roof rails.£4,599 

00 X VW GOLF 1.6 SE, 5 dr, metallic red, lady owners, 58,000 miles, FSH, air con, e/w, 

multi airbags.£4,595 

01 Y MAZDA PREMACY 1.8 GSi, 5 dr, red, all elec, air con, alloys, s/d a/b, 49k.£4,499 

00 V SUBARU FORESTER AWD S 2.0 Turbo, 5 door|Estate,|full elec, 6 x air bag, CD, alloys, 

r/c/l, 4 x e/w, e/m, immobiliser, 63,000 miles, FSH.£4,499 

01 Y FORD FOCUS 1.6 LX, 5 door, red, air con, alloys, 49,000 miles, 1 owner, FSH.£4,499 

01 Y VW BORA 2.0 SE Saloon, red, 2 owners, 59,000 miles, FSH, alloys, air con, ABS, 

multi airbags.£4,295 

04 04 CITROEN XSARA 1.6 (160) LX, 5 dr, Estate, blue, 1 private owner & exectors, 12,592 

miles only, air con.£4,299 

01 Y ALFA ROMEO 156 Selespeed/Tiptronic, 58,000 miles, FSH, a/c, CD.£3,995 

04 04 ROVER 45 Impression 1.6 (16V), 5 door, metallic green, 2 local owners, 30,000 miles, only 

Marshalls service history, alloys, air con, elec windows.£3,995 

04 54 FORD KA 1.3 Styl e, met silver, 1 loca l lady owner, 37,000 miles, tax, new MoT_£3,799 

94 M BMW 525 TDS SE [Automatic DieselJ PAS, e/s/r, c/1, alloys, 66,000 miles, 1 owner from new 

with service history.£3,699 

97 R BMW 316 i Touring [Estate,| pale blue, PAS, air con, CD, r/c/l, 71,000 miles, FSH .... £3,499 
02 02 CITROEN C5 1.8 SX, 5 door, met green, 2 private owners, 44,336 miles, FSH, a/c .. £3,499 
01Y VAUXHALL VECTRA 1.8 SRi 130,5 door, blue, PAS, ABS, air con, alloys, spoiler, 54,000 

miles, FSH.£3,199 

01 Y PEUGEOT 106 Zest 2,3 door, silver J28.000 inB CP. PAS, e/w, s/roof.£2,799 

01 Y ASTRA VAN DTi Turbo Diesel, white, PAS, airbag. £2,599 

00 X FORD MONDEO 1.8 Zetec, silver, 5 door, alloys, spoiler, air/con, CD, FSH.£2,499 

96 P SUZUKI VITARA 1.6 JLX 16v, 3 door, blue, PAS, e/w, e/m, 42,000 miles.£1,999 

97 P VW GOLF 1.8 GL, silver, 5 dr, |AutomaticJ PAS, e/s/r, alloys, air con .. .£1 ,599 

97 R FORD ESCORT CLi, 5 dr, met green, alloys, c/1, PAS, s/r, tax & tested.!P/Ex to Clear!£999 

96 N RENAULT CLIO 1.2,5 door, 63,000 miles, tax & full MoT,|P/Ex to clear 1.£799 

94 L PROTON GE 1.3,4 door, blue, taxed & MoTd, |P/Ex to clear! .£499 

00 V DAEWOO MATIZ SE Plus, 5 door, red, PAS, e/w, c/1, alloys, air bag.Arriving 

98 R RENAULT CLIO 1.2 Biarritz, 3 door, met red, r/c/l, immobiliser, low rd tax.Arriving 


We can source any Vehiclel 


36 CHEDDARS LANE 
CAMBRIDGE 

(Off Newmarket Rd, next to Teacos) 


Sell your 
car now! NW 

“You can advertise your car, van or motorbike to 
over 431,000* potential buyers from just £15!” 


CARS with MoTs, £100- 
£995. Tel: 01223 

247331/ 07860 

449633. 


Your advertisement 
will appear in: 

The Cambridge Evening News 
for 6 nights 

10 Weekly News Titles 

B 1 Week Cambridge News 
Online 


OPTION 1 


OPTION 2 


MAZDA 

XEDOS 

R Reg, 

alloy wheels, CD, 
low mileage, 

FSH, one owner, good 
condition 

£5,950 
OOOOO OOOOOO 








£\0 

©CVfck r 


Call us now on 
01223 434343 




MAZDA 

XEDOS 

R Reg, 

alloy wheels, CD, 
low mileage, 

FSH, one owner, good 
condition 

£5,950 
OOOOO OOOOOO 


ADVERT SIZE 

Cars under 
£500 

Cars under 
£1000 

Cars 

For Sale 

OPTION 1 

Without Photo 

£15 

£25 

£49 

OPTION 2 

With Photo 

£20 

£30 

£59 


• no refunds available 

• no trade advertisers 



Let us take a picture of your car! 

Call us to arrange a free photo of your car at our offices in Milton, 
Cambridge, or send it to Motor Ads at Cambridge Evening News 
or email a jpg of your picture to motorads@cambridge-news.co.uk 


| Call 01223 434343 www. Cambridge-news. co. uk/motors 



drive 


the sale of your vehicle 

Advertise in our new Friday supplement 

Tel 01223 434343 


(J *1 HI p.'UAMM ■ 

220 - 222 HIGH STREET, NEWMARKET 
01638 608204 
www.fordhams.co.uk 

Open 7 Days a Week 

KA 

07 07 KA STYLE.£5,450 

06 06 KA COLLECTION AC.£5,750 

05 55 1.3 STYLE.£4,450 

05 05 KA LUX.£4,995 

05 54 STREET KA LUX.£6,750 

04 54 KA LUX SUBLIME LTH.£4,975 

04 54 KA LUX.£5,495 

03 53 KA COLLECTION.£3,995 

FIESTA 

07071.4 GHIA 5DR AC ALTH.£7,995 

07071.4 ZETEC CLIMATE 5DR.£7,450 

07 07 1.25 STYLE CLIMATE 5DR.£7,395 

07 56 1.6 ZETEC S 3DR.£8,695 

06 56 1.4 ZETEC CLIMATE AUTO 5DR.£8,495 

07 56 1.25 STYLE CLIMATE 5DR.£6,995 

06 06 1.4 GHIA 3DR.£7,695 

06061.25 STUDIO 3DR.£5,850 

0555 1.25 ZETEC CLIMATE 3DR.£6,495 

0252 1.3 LX5DR.£3,995 

02021.4 GHIA 5DR.£4,750 

00 W 1.25 ZETEC 3DR.£2,495 

FOCUS 

07 07 1.6 GHIA 115PS 5DR.£10,750 

07 56 1.6 ZETEC CLIMATE 5DR.£8,495 

06 56 2.5 ST2 3DR.£14,650 

06 06 2.5 ST3 3DR LTH.£14,650 

06 55 1.6 TITANIUM 5DR.£9,495 

05 55 1.6 ZETEC CLIMATE AUTO 5DR.£8,995 

05 55 2.0 GHIA AUTO 5DR.£9,695 

05 05 1.6 ZETEC 3DR.£7,650 

05 05 1.6 GHIA AUTO EST.£9,950 

05 05 2.0 GHIA 5DR.£9,395 

05 05 1.6 GHIA 5DR.£8,695 

05 05 1.6 GHIA 5DR.£8,695 

05 05 1.6 GHIA 115PS 5DR.£8,950 

05 05 1.6 LX 5DR SAT NAV BLUETOOTH.£7,295 

03 03 1.6 GHIA 5DR.£5,450 

02 52 2.0 GHIA 5DR AUTO LTH.£5,450 

03 52 1.6 LX 5DR AW AC.£4,995 

02 02 1.6 LX5DR.£4,450 

01 51 2.0 GHIA 4DR.£3,995 

00 V 1.8 GHIA 5DR.£3,995 

C MAX, FUSION, FORD COUPE 

06 06 FUSION 1.6 PLUS.£7,995 

05 05 C-MAX 1.6 TDCI ZETEC.£7,750 

05 05 FUSION 1.4 TDCI PLUS.£6,995 

05 54 C-MAX 1.6 TDCI GHIA.£7,995 

04 54 C-MAX 2.0 TDCI GHIA.£7,995 

04 54 C-MAX 1.6 TDCI GHIA.£7,450 

04 54 C-MAX 1.8 LX.£6,795 

04 54 FUSION 1.4 2.£5,450 

04 54 FUSION 1.4 2 AUTO.£5,450 

04 04 C-MAX 1.6 TDCI GHIA DVD.£7,250 

04 04 C-MAX 2.0 TDCI ZETEC.£7,495 

03 53 FUSION 1.6 2.£4,995 

00 X COUGAR 2.5 V6 AUTO 3DR LTH.£3,750 

00 X COUGAR 2.5 V6 AUTO 3DR.£3,995 

MONDEO 

06 06 1.8 ZETEC 5DR LOW MILES.£8,995 

06 06 1.8 LX EST.£9,495 

06 06 1.8 LX5DR.£8,450 

05 05 2.0 ZETEC 5DR.£7,995 

05 05 2.0 ZETEC AUTO EST.£8,650 

03 03 1.8 GHIA X 5DR.£6,450 

02 52 2.5 ZETEC S 5DR AUTO.£5,750 

00 W 2.0 LX 4DR AUTO.£2,995 

DIESEL 

07 57 FOCUS 1.6 TDCI LX 5DR DEL MLS.£10,995 

07 07 FOCUS 1.6 TDCI LX 5DR DEL MLS.£11,450 

07 56 MONDEO 2.0 TDCI ZETEC EST.£11,995 

07 56 MONDEO 2.2 TDCI ZETEC EST.£12,495 

07 56 MONDEO 2.0 TDCI 130 EDGE 5DR.£11,495 

06 56 FOCUS 2.0 TDCI GHIA 5DR.£11,650 

06 56 FOCUS 1.6 TDCI LX EST.£9,950 

06 06 MONDEO 2.0 TDCI TITANIUM EST.£12,495 

06 06 MONDEO 2.0 TDCI LX 5DR 130PS.£9,995 

06 06 FOCUS 1.8 LX TDCI 5DR.£9,695 

06 06 FOCUS 1.8 TDCI SPORT 5DR.£9,495 

06 06 MONDEO 2.0 TDCI LX 5DR.£8,495 

06 06 FIESTA 1.4 TDCI ZETEC 5DR.£7,495 

06 55 MONDEO 2.0 TDCI ZETEC EST.£10,695 

06 55 FOCUS 1.8 TDCI GHIA EST LTH.£11,995 

05 55 MONDEO 2.2 GHIA 5DR HI SPEC.£11,995 

05 55 LEON 2.0 140 TDI SPORT 5DR.£11,995 

05 55 FOCUS 1.8 GHIA TDCI 5DR.£10,450 

05 55 VECTRA 1.9 SRI CDTI 150PS.£9,450 

05 05 AVENSIS 2.0 D4D COLLECTION EST.£8,995 

05 05 PASSAT 1.9 TDI HIGHLINE LTH.£9,695 

05 05 FOCUS 1.6 ZETEC TDCI 3DR AC.£8,750 

05 05 MONDEO 2.0 LX TDCI 5DR.£7,750 

04 54 GOLF 1.9 TDI SE 5DR.£9,995 

04 54 ASTRA 1.7 CDTI LIFE EST AC.£7,450 

04 54 MONDEO 2.0 TDCI GHIA X AUTO.£6,995 

04 54 MONDEO 2.0 TDCI GHIA 5DR.£7,995 

04 54 407 2.0 S EST AC.£7,895 

04 54 MONDEO 2.0 TDCI GHIA 4DR.£7,495 

04 54 2.0 LX TDCI 5DR.£6,695 

04 54 PICASSO 2.0 HDI DESIRE.£6,450 

04 04 MERIVA 1.7 ENJOY AC.£6,450 

04 04 FOCUS 1.8 TDI CL 5DR.£5,695 

04 04 CORSA 1.25 CDTI LIFE 3DR.£4,995 

04 53 POLO 1.4 TDI TWIST 5DR AC.£6,850 

04 53 FOCUS 1.8 TDCI ZETEC 5DR.£6,695 

03 53 VECTRA 2.0 DTI ELITE 5DR.£6,995 

03 03 VW GOLF 1.9 150 GTTDI .£8,495 

03 03 AUDI A3 1.9 TDI SE 5DR.£9,695 

03 03 206 2.0 HDI D TURBO 3DR.£4,995 

02 52 FOCUS 1.8 TDCI GHIA 4DR.£5,450 

02 02 PARTNER 1.9 COMBI GUIKSILVER.£4,650 

02 02 MONDEO 2.0 TDCI LX 5DR.£4,450 

01 51 AUDI A4 1.9 TDI SE 4DR.£8,450 

7 SEAT, SPORT, 4x4 

07 56 S-MAX 2.0 TDCI ZETEC (7 SEAT).£16,495 

05 55 SCENIC 1.9 DCI DYNAMIQUE 130.£8,695 

05 05 ZAFRIA 1.6 DESIGN.£6,995 

04 54 BMW 320TD ES COMPACT.£10,695 

04 54 FREELANDER 2.0 TD 3DR SE.£9,495 

04 54 ZAFRIA 2.0 DTI DESIGN.£7,495 

04 04 GALAXY 2.3 GHIA 7ST.£9,450 

04 04 ZAFRIA 1.6 LIFE AC.£6,995 

03 53 ESPACE 1.9 DCI AUTHENTIQUE.£7,950 

03 53 GALAXY 1.9 GHIA TDI AUTO.£11,995 

01 51 ESPACE 2.2 DCI PIVILEGE.£7,395 

01 Y 2.0 SUBARU IMREZA WRX.£6,995 

01 Y MAVERICK 2.0 ZETEC.£4,695 

99 T BMW 2.0 Z3 CONVERTIBLE.£7,450 

OTHER MAKES 

06 55 CORSA 1.4 DESIGN AUTO 5DR.£6,750 

05 55 CITREON C4 1.6 SX 5DR.£7,695 

05 55 MG ZR 1.4 105 3DR.£5,995 

04 54 AVENSIS 1.8 T4 AUTO 5DR.£5,995 

04 04 206 1.1 S 5DR AC.£5,450 

04 53 MEGANE 2.0 VVT 136 PRIVILEGE EST.£4,975 

04 53 SCENIC 1.4 AUTHENTIQUE.£4,750 

03 53 IGNIS 1.5 SPORT 3DR.£4,450 

03 53 CLIO 1.2 EXTREME 2 3DR.£4,650 

03 03 MINI 1.6 ONE AC.£7,450 

03 03 MG ZR 120+ 3DR SR AC.£4,750 

03 03 SEAT LEON 1.6 S 5DR.£5,695 

03 03 MG ZR 120+ 3DR SR AC.£4,995 

03 03 ASTRA 1.6 CLUB 5DR.£4,495 

03 03 PEUGEOT 1.6 PARTNER COMBI.£4,250 

03 03 MITSUBI SPACE STAR 1.6 MIRAGE.£3,495 

03 52 AVENSIS 2.0 T SPIRIT 4DR.£6,450 

02 52 LEXUS IS200 SPORT.£7,995 

02 02 SEAT IBIZA 1.2 S 5DR.£3,995 

02 02 BMW 318 Cl SE AUTO LTH.£9,450 

02 02 307 2.0 XSI 5DR.£4,450 

02 02 ROVER 75 1.8 SE 4DR.£3,950 

02 51 SCENIC 1.6 PRIVILEGE AUTO LTH.£3,995 

01 Y ALFA 147 2.0 SELESPEED 3DR.£4,750 

00 X 206 1.4LX3DR.£3,450 

98 S PEUGEOT 306 2.0 CABRIOLET.£2,495 

COMMERCIALS 

0606 RANGER 2.5 TDCI DOUBLE CAB HTTP.13750+VAT 

0554 MITSUBISHI L200 2.5 TD WARRIOR.9995+VAT 

0353 TRANSIT 2.0 TDI 260 SWB.6450+vat 

01Y TRANSIT 350 LWB H/ROOF DSL.4995+VAT 

01X FIESTA COURIER DSL VAN.2850+VAT 
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EASY WAYS 
TO ADVERTISE 




By phone 


Call us on: 01223 434343 




By fax 


Fax us on: 01223 434222 
^✓1 By post 

Send a cheque or postal order 
payable to: Cambridge Newspapers Ltd 






By email 


advertising@cambridge-news.co.uk 


Or visit us 


Call into the reception team of any of our offices: 

Winship Road, Milton, Cambridge CB4 6PP 
27 Market Place, Ely CB7 4NZ 
Melbourn Street, Royston SG8 7BP 
Crown Street, St.lves PE27 5EB 
4 Queen Street, Haverhill CB9 9EF 
15 High Street, Newmarket CB8 8LX 
46 High Street, Saffron Walden CB10 1EE 


Conditions for Advertising 

All advertisements are accepted subject to our standard conditions of insertion, which are 
published regularly. For a copy please write to Advertising Department, Cambridge 
Newspapers Ltd, Winship Road, Milton, Cambridge, CB4 6PP 
Calls may be recorded for training and quality purposes 


Classifieds 




Holidays 


SAME day cash, no credit 
checks, Mobile Money 
Ltd. Tel: 01223 258250. 


^ ^ Ltd. lei: 01223 258250. 

Personal ^ 

I A 

CAMBRIDGE Education & ^- 

Training. Home tuition. _ Entertainments 
Tel: 01954 780400. ^nierwinmenib 


CAMBRIDGE Education & 
Training. Home tuition. _ 
Tel: 01954 780400 

web:cetcambridge.co.uk 

CELLO lessons, childrens, 
adults, grades, exams, 
first lesson free. Details: 
01480 300215. 

FRENCH tuition by experi¬ 
enced and qualified 
teacher, beginners, con¬ 
versation, exams, all lev¬ 
els, free trial lesson, Tel: 
01480 469291. 

ITALIAN tuition by quali¬ 
fied teacher, all levels, 
experienced, conversa¬ 
tion, with adults and chil¬ 
dren. Tel: 07504 064827. 

MATHEMATICS tuition, 
GCSE and A Level, 
(Cambridge only). 
Contact Alan Hines on 
01223 240293. 

TEACHER and tutor 
(experienced), will sup¬ 
port primary pupils, 7-11, 
secondary Maths, 
English and Latin, 11-14, 
free no obligation 
exploratory visit. Tel: 
01279 812263. 



COWLEY Road Park and 
Ride Car-boot, every 
Sunday, 7.00am- 

2.00pm. Tel: 0207 240 
7405. 

VILLAGE jumble sale, 
Saturday 2nd February, 
12 til 2pm, Oakington 
School, admission 20p. 

TABLE Top Sale, Cherry 
Hinton Village Centre, 
Colville Road, Sun 3rd 
Feb, 9.30am-12.30pm. 
Pitch £7.50, advanced 
booking only. Adm 20p. _ 
Tel: 01223 576412. 

DULLINGHAM Indoor Car 
Boot Sale, Sunday 10th 
February at 2 pm. Pre 
book now. Details tel: 
07900 081817. 



BEFORE joining any 
other, first call The 
Executive Register 
Personal Introduction 
Agency for a free 
brochure on my caring 
confidential service, 
which has found per¬ 
manent partners for 
1,000's of clients. Tel: 
01223 424964 any time. 


SINGLE 

Meet someone special 
by Tempting Fate. 

The quality, successful 
personal introduction 
service 

01223 370178 

www.tempting-fate.com 


SINGLE social club, 35+, 
Nightlights, Red Lion, 
Grantchester, second 
and fourth Friday in 
month, 8pm, £5, 
friendly welcome and 
music. Tel: 01223 
363333. www.night 
lights.tk. 


ALL aspects of party plan¬ 
ning are ADVERTISED 
here. Discos to bouncy 
castles, catering to mar¬ 
quee hire. Do you offer a 
service that should be 
here as well? For details 
of our hugely discounted 
advertising packages 
(which may cost less 
than you think)! For no 
obligation quotes, call: 
01223 434267/ 4, email 
details to ents@ cam- 
bridge-news.co.uk 

DISCOLAND discos for 
any occasion. Tel: Simon/ 
Laura 01638 716866/ 
07717 643035. 

DISCO, karaoke, cabaret. 
LJ's 4 Entertainment: 
01359 233153, 07969 
041015 or www.ljs4 
entertainment.co.uk 

CAMBRIDGE China Hire. 
Everything you need for 
your party or event, 
glasses, linen, cutlery, 
china, furniture. Call: 
01223 890389 for price 
list. 

LITTLE Miss Attitude, back 
in town, for all your little 
make-up parties. Call to 
book 01992 626968 or 
07716 708517 www. 

littlemissattitude.biz 



Separation & 
Divorce 

Mediation Service 

Quick, easy, 
low cost divorce 
so why pay 
solicitors fees? 

For free brochure 
or help and advice 
on all issues 
call (01223) 426962 


Personal 


AUSSIE female seeks 
male company. Tel: 0844 
4994605. 

JULIA 34, bubbly lady 
seeks male company. 
09062 030579. Box 629, 
HP5 1WW. Calls £1/min. 


ALMERIA Spain, Mojacar 
Playa, stunning 2 bed 
apartment, 2 mins from 
beach, sea views, beau¬ 
tiful shared garden and 
pool, from £150 pw. Tel: 
01638 665760 caroll 

a reeves @ bt inter net. 
com www.appartment 
torent-mojacar- 
spain.com 

HUNSTANTON ground 
floor, 2 bedroom, holiday 
flat. Near sea front, 
sleeps 4, lovely condi¬ 
tion. Available now. Tel: 
01485 533532. 

CARAVAN at Park in 
North Norfolk, 3 bed 

£16,000. 2 mins walk 
from beach, club, pool 
areas etc. First come first 
served. Phone Phil: 
07805 072882. 

CARAVAN for sale at 
Heacham park, 3 bed¬ 
rooms, £16,000 fully 
inclusive, facilities 
include heated indoor 
pool, entertainment com¬ 
plex multi sports court 
and much more. Phone 
Ian on 07964 730816 for 
a quick sale. 

FORT William (Onich). 
Cottages and static cara¬ 
vans on small farm, mid¬ 
way Glencoe and Ben 
Nevis, by shores of Loch 
Linnhe. All dates, dogs 
welcome. Tel Mrs 
MacLean: 01855 

821264. 

BEAUTIFUL villa to let in 
small village in the 
Lunijiana region of 
Northern Tuscany. 4 bed, 
3 baths, sleeps up to 9, 
swimming pool. For fur¬ 
ther details view website 
www.villarousetuscany.c 
o.uk or phone 01799 
550376. 

SKIING Les Arcs 1800, 
apartment sleeps 4/5, to 
let weeks of 15th to 29th 
March, 5th to 12th April. 
Terrific balcony views, 
underground parking, 5 
mins walk to gondola, 
shops, bars, restaurants, 
£395 pw. Tel: 01763 
271556. 



ANTIQUE and Collectors 
Fair, Cottenham Village 
College, Sun 3rd Feb. 
M&S: 01223 233059. 

SCENE our weekly enter¬ 
tainment guide, free 
within the Cambridge 
Evening News every 
Thursday. From fairs to 
festivals, theatres to 
zoos. If it's on - it's in! 

CLASSIFIED is more pow¬ 
erful than you might 
think! Whatever your 
event, call us now for no 
obligation quotes to 
advertise here: 01223 
434267/ 264, or ents@ 
cambridge-news.co.uk 


Hobbies 


MODEL railways, die-cast 
toys, cash paid. _ Tel: 
Dave 01353 778511. 



Aerial Services 


Satellite Aerial Service 

EX-RAF AERIAL RIGGER 

Digital Freeview and Sky Specialist 

• Free survey and signal test 

• No call out charges 

• Expert advice given freely 

• Over 20 years experience 

For your reassurance I am a member of the 
Confederation of Aerial Industries. Check me out 
on www.cai.org.uk . also the Registered Traders 
Scheme run by Trading Standards. 
www.cambridaeshire.aov.uk. 

Making the digital switch over easy for you 

Get it right, get the picture. 

CALL JOHN JONES 
01480 389947 
07958 790831 

www.getmefreeview.com 


DRUM tuition by pro with 
diploma. Play and read 
like a pro or play for fun! 
Beginners welcome. Low 
rates. Call Terry after 
5pm: 07752 635878. 

KEYBOARD player, 
wishes to join other 
musicians to play Latin 
American. Tel: 07912 
621283. 

ELECTRIC bass guitar 
tuition. All abilities, all 
styles welcome. Sight 
reading fully covered. 
Call Rob: 01354 651295. 
www.whitemoor. org 

OUR pianos save trees. 
Restored, guaranteed 
quality pianos. Piano 
rentals, £20 pern, deliv¬ 
ered, purchase option. 
Transport, tuning, 
restoration, stools. 
Cambridge Pianola Co. 
Enquiries Tom Poole: 
01223 861348. Email 
ftpoole@talk21.com 

PIANO sale from £5 
weekly on money back 
rental or 2 years 0% 
credit. Traditional and 
digital, new and second¬ 
hand. Millers Music, 
Sussex Street, 

Cambridge. Tel: 01223 
354452. 

ROCK room sale at Ken 
Stevens. Electric guitars, 
amps and drums. Big 
savings plus 0% credit. 
Sussex Street, 

Cambridge. Tel: 01223 
367758. 


BEST cash prices for 
musical equipment, fish¬ 
ing tackle, game con¬ 
soles, hi-fi, discs, golf 
clubs, air weapons, mix¬ 
ers, cookers, fridges and 
dryers etc. Cambridge 
Resale 190-192 Mill Rd. 
Tel: 01223 210703. 

www.cambridgeresale.c 
o.uk. T 


CASH paid for vinyl 
records in excellent con¬ 
dition. Tel: 01223 564194 
eves. 


BOWES & Co pay cash, 
£5 - £50,000, gold, jew¬ 
ellery, coins, watches, 
militaria, musical instru¬ 
ments, laptops, mobiles, 
games consoles, etc, 
registered pawnbrokers, 
55 Burleigh Street, 
Cambridge. Genuine 

free expert advice. Tel: 
01223 360287. 


BOOKS purchased. 
Libraries, collections, 
smaller quantities on 
many subjects. We 
travel to all areas. 
Octagon Books, est 
1982. Tel: 01353 
610244. 


COINS, medals, bank 
notes, gold and silver 
jewellery, cash paid. 
Gannochy Coins, 46 
Burleigh St, Cambridge 
(opposite Party Mania). 
Tel: 01223 361662. 


FURNITURE antique and 
quality modern bought 
for cash. Tel: Ben's 
Barn 01763 262186. 


WANTED, books, coins, 
medals, jewellery, post¬ 
cards, cigarette cards, 
toys, collectables. Tel: 
01763 849789. 


o o 

CARPETG U ARD 

Professional 
Carpet Cleaning 

• Carpet / Upholstery 

• Oriental rugs 

• Leather cleaning services 

Free estimates 

01767 651245 
Q 07837 119475 Q 


Disability 


GRAHAM WINDRAM your LOCAL 
Digital Freeview & SKY Specialist 

1 ^ 1 

sky ic':]!? 

| Freeview | 


NO CALL OUT FEE 

FREE SIGNAL TEST 

FREE SITE SURVEY 

5 YEAR WARRANTY 

Digital Aerial Upgrades 
Extra TV & SKY points 
Install/Repair/Upgrade 
SKY/SKY+ & SKY HD 

FREE HELP LINE 0800 007 5453 



BATH lifts, riser/ recliner 
chairs, wheelchairs, 
scooters, stair lifts, 
adjustable beds. 

Fenstanton Mobility 
Centre, parking. Tel: 
01480 469208. 


Clearance 


ABSOLUTE house and 
also rubbish clearance. 
Also repairs and French 
polishing on all furniture. 
Call Geoff Steel on: 
01223 845553. 

SELLING house contents 
as moving abroad, most 
items under 2 years old, 
call 07740 620989. 

CLEARANCE. Full con¬ 
tents, single items, 
domestic or business, 
we offer an auction serv¬ 
ice and also purchase 
goods. Tel: 01223 
208434. 

BURWELL Auctions, 
complete house clear¬ 
ance, garages, sheds, 
etc. _ Tel: 01638 
661183/ 07796 

636977.T 

WHOLE or part houses 
cleared, sheds and 
garages, reliable service. 
_ Call for quote: 01480 
385189 or 07956 
012199. 


Domestic 

Appliances 


EX-RENTAL washing 
machines, dishwashers, 
tumble dryers, televi¬ 
sions etc for sale. Call 
Andrew McCulloch, 11 
Nuffield Rd, Cambridge. 
Freephone: 0500 

600873. 

RENT a widescreen TV 
from only £2.50 pw, also 
available on rental wash¬ 
ing machines, tumble 
dryers, dishwashers, 
fridge/ freezers, Slot- 
meter customers wel¬ 
come. Andrew 

McCulloch, Arbury 
Court, Cambridge. Free 
phone 0800 3890324. 


CUT PRICE 

CARPETS & BEDS 


FREE ESTIMATES, 
FREE FITTING 

Anytime, Anywhere, 
Home Selection, 
Day/Evening 

Heavy domestic stain free 
twist, £ 5.99 sq yd fitted! 
Free with underlay 

We can beat any quote 

175 Mill Road, 

Tel 01223-210337 
9.30-5pm 

www.cutpricecarpets.com 



LOGS 


Ash, Sycamore and Beech, 
Fully seasoned. 

Kindling and woodchip available. 
Craned off in cubic metre bags. 
Unbeatable value. 

Martin Ball 

Firewood Merchant 
01799 586513/07980 258003 


LOGS quality hardwood, 
always available, £78 
load.Tel: 01353 648113. 


Disability 


Mobility Offers 

STAIRLIFTS OFFER 

Second Hand from £795 
New from £1395 • Fully Installed 

RISE RECLINERS 

from £695 

NEW SCOOTERS 

from £495 

Wheelchairs, Small aids, Bath lifts in stock 

For professional advice ring 

BEE MOBILE 

8 Seymour Street, Cambridge 
Tel: 01223 246425 / 01223 516784 
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SUPER ORTHOPEDIC 12.5G 
DEEP QUILTED HIGH LOFT 
MATTRESS WITH 6G FULL FRAME 
IN STITCH BOND TICKING 
Single £125 Double £150 Kingsize £199 
| MATTRESS ONLY 
| Single £90 Double £125 Kingsize £150 
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REO BED 13.5 DEEP 

QUILTED MATTRESS WITH 

9G FULL FRAME IN STITCH 
BOND TICKING 

Single £99 Double £125 

Kingsize £150 

MATTRESS ONLY 

Single £60 Double £99 

Kingsize £125 

AVAILABLE IN 6 COLOURS 

3 PIECE SUITES, 2 ARMCHAIRS 
& A 3 SEATER SOFA £399 

QUALITY CARPETS AT LOW PRICES 
Budget Cord from £1.99sqm 

Wool Twist from £5.99sqm 

1 Naturals from £1.99sqm 

1 Berbers from 

1 ALL TYPES OF CARPET AVAILABLE . 


LUXURY GOLD POCKET 
SPRUNG HAND TUFTED 
MATTRESS IN A DAMASK 
TICKING WITH FLAG STITCH 
HANDLES COVERED DRAWERS 
Single £199 Double £299 

Kingsize £399 

MATTRESS ONLY 

Single £150 Double £250 
.Kingsize £350 . 






Locally Made 

r .. ^ Pressure Treated u . ,1 

NSHEDSN 

8x6 from £250 

Free Delivery 

0808 1550590 

www.cambridge-living.co.uk 
Rockery Farm, Bourn CB23 2TA 


Top Soil 


ABOUT the best topsoil, 
wood mulch, compost, 
loose/ bags. Tel: 01353 
778069 or 07721 
551069. 



Special sizes available to order mattresses and bases sold separately 

IMnEI SHIES DELIVERED 

n rinr nw fast 


I Penthouse 3+2+1 available in | SPECIAL 

I beige and aqua check fabric £899 11 OFFER 


CARPETS SUPPLIED 
AND 

FITTED WITHIN DAYS 
1000 SQ M IN STOCK 


ANGLIA Tree Care, tree 
surgery, stump grind¬ 
ing, hedge mainte¬ 
nance, ivy trimmed and 
removed. Member of 
The Guild of Master 
Craftsmen, fully quali¬ 
fied/ insured, BS3998 
free estimate. Tel: 
01223 424454. 


News Classified 
01223 43 43 43 


RIVERSIDE 

AVIARIES 


Hand reared parrots and 
aviary birds. Everything for 
your feathered friends; cages, 
play stands, toys, feed and 
accessories. 

Full list on website 
Open 10am - 4pm, fri -mon 


01353 676336 

www.riverside- 

aviaries.co.uk 



[*1**^1 domestic 

TWIST 

I Z SUITABLE FOR 

ANYWHERE 

FREE £200 of stocked carpet IN THE HOME 
FREE £100 of stocked £8 ‘" S Q YD 

carpet on individual sofas J ^OR £10.75 SQ M 


"SAVE POUNDS 
THF. WAREHOUSE 
COMES TO YOUr 


SOFAS two and three 
seaters, cream, excellent 
condition, £350 ono. Tel: 
01440 730515. 

SOFA Workshop Vivaldi, 2 
seater/1 chair, washable 
covers, easy to move 
casters, very good con¬ 
dition, £350. Tel: 01353 
661861. 



BENGAL KITTENS 


Golden eyed, Marble golden/ 
chocolate brown 
All kittens wormed and vet 
checked, vaccinated 
registered and insured 


£295 

01440 703193 


JEFFORD WAREHOUSE 

Carpet a lied* and Three Piece Suite* 



ALL tree and garden work, 
all rubbish clearance. Tel 
Tom: 01954 261769. 



GUTTERS cleared, serv¬ 
iced and repaired, free 
quote, friendly service, 7 
days. Tel: 01223 832326 
or 07984 055460. 


Kitchens 


r KITCHEN 
SALE! 

up to 50% off selected ranges 
free computer design service 

0808 1550590 

www.cambridge-indoor-living.co.uk 
Rockery Farm, Bourn CB23 2TA 


FENCE and gate erection 
specialists in all types of 
fencing. For free esti¬ 
mates. Tel: Cam Fencing 
01353 648484 or 07733 
075934. 

FREE estimate on all types 
of fencing/ gates sup¬ 
plied and erected. Tel: 
01223 832097. 


0 F = g 8 0 

Call us first 
for all your fencing 
and decking requirements 

0808 1550590 


www.cambridge-living.co.uk 
Rockery Farm, Bourn CB23 2TA 


Orchard trained 
professional offers 
iruning services on all 
fruit trees 
For friendly advice 
call James 


07949 356629 


Bicycles 


THE Bikeman. Same day 
repairs. Overhauled tra¬ 
ditional and vintage bicy¬ 
cles. Quality new and 
used spares and large 
collection of vintage 
spares at a 3rd of the 
cost of new. 9 Abbey 
Street, Cambridge, Mon- 
Sat, 8am-6pm. 

Cambridge Market 
Square, Mon-Thurs, 
8.30am-5.30pm 
www.thebikeman.co.uk 
Tel: 08454 799383 / 
07850 814186 . 



BORDER COLLIE 
PUPPIES 

Beautiful home reared pups 
with children and cats, good 
pedigree, suitable for show 
pet or obedient, KC registered, 
well socialised, wormed, 
hearing and eye tested, ready 
now, 1 bitch and 1 dog left 

£500 each 


01502 476668 


MotabilHy 




CJ landscapes, mainte¬ 
nance, landscaping, 

fencing, enclosures, 

repairs, odd jobs. Tel: 
07871 092036/ 01223 
835163 


FREE estimates, fencing, 
rotavating, turfing, seed¬ 
ing. Large and small 
areas. Paving, tree work, 
hedging, driveway. Don't 
dilly phone Lilly. TGOMC. 
Tel: 01223 832097. 


AUDIO, television, video, 
DVD, repair service. Call 
Andrew McCulloch, 11 
Nuffield Road, 

Cambridge. Tel: 01223 
426766. 

TVs from only £30, 
widescreen from £100 
tested, 3 months guaran¬ 
tee. Andrew McCulloch, 
44 Arbury Court, 
Cambridge. Freephone: 
0800 3890324. 


Garden 

Maintenance 


MARCUS projects home 
and garden services, 
gardening, rubbish clear¬ 
ance. more competitively 
priced than others. _ Tel: 
Marcus 01954 201964/ 
07932 471100. 

SPRING garden clearing 
etc, all work undertaken. 
Tel: Jenny 07990 781969 
or 01223 420409. 





Walkers from £49 
Wheelchairs from £99 
Rise Recliners from £599 
Scooters from £499 
Powerchairs from £1099 

Probably the BEST prices 
and service in 
East Anglia 

i Mobility, 125 Scotland Road, Cambridge 
Tel: (01223) 420451 


• Fencing/Trellis work 
•Turfing/Seeding 

• Patio’s/Driveways 
•Timber decking 

• Brickwork/Block 
paving 

• Rougn Gardens put 
in order 

I Free advice and estimates. 
No payment until 
work completed. 

Approved - Guilds of 
Master Craftsmen 




SHEDS 10ft x 8ft, £357, 8ft 
x 6ft, £220. Many sizes 
available, free brochure. 
Betts: 01842 810941. 
www.bettssheds.co.uk 


WANTED 

50 PEOPLE 
SERIOUS ABOUT 
LOSING WEIGHT 


text: weightnomore 
to 60300 

Call/Visit 0800 458 4978 
www.weightnomore.biz 


COCKER SPANIEL 
PUPPIES 


Ready now, 2 dogs, blue roan, 
blue roan and tan, 1 bitch, 
black and white, KC 
registered, 6 weeks free 
insurance, home reared, Mum 
and Dad can both be seen 


01638 714284 
(after 6.00pm) 



GERMAN 
SHEPHERD PUPS 


Pedigree puppies, long or 
short coated, black and gold, 
white or pure black or 
champagne, ready now 


01379 586368 


LABRADOR 

PUPPIES 


Yellow and black, KC 
registered, both parents, hip 
and eye tested and can be 
seen 


£400 

01353 776192 


KITTENS for sale, litter 
trained, de-wormed, de- 
flead, £60. Tel: 01353 
675527. 


PEDIGREE BLACK 
LABRADOR 


puppies from working stock, 
vet checks, innoculated, KC 
registered 


07970 379134 
01763 208110 



BRICKLAYER with over 
25 years experience, 
specialist in extensions, 
garden walls, brickwork 
repairs, repointing/ alter¬ 
ations, references avail¬ 
able, for a free estimate 
and a prompt, friendly 
service. _ Tel: 01763 
230462/ 07773 230386. 



MINIATURE Schnauzer 
pups, KC Reg'd, insured, 
Puppy pack. Tel: 01353 
772164. 


DAVID WALKER Building 
Services, alterations, 
repairs, maintenence, 
renovations. Tel: 07810 
485523 

HANDYMAN/Building 

services, everything from 
putting up a shelf to 
building a house, 30 
years experience, good 
rates, 24hr call out. Tel: 
01763 245641 / 077756 
80739 . 

f HAYWOOD & SON ^ 
BUILDING SERVICES 

Extensions, refurbishments, 
restorations, certified electrical 
work, plastering, tiling, 
carpentry 

& joinery, central heating 
repairs and alterations. 

Also fitted bathrooms 
& kitchens. 

Free Estimates 

01954 261222 or 
. 07758 221671 > 


ELECTRICIAN no job too 

big or small. _ Tel: Ian 
01223 237324/ 07710 
746295. 

RETIRED electrician for 
your small jobs, can work 
Saturdays, Tel: 01480 
301862. 

ELECTRICIAN NICEIC 
part P reg'd, domestic, 
sockets, lighting, fuse 
boxes, rewires, all work 
undertaken, free quotes. 
Tel: 01223 880800. 

ELECTRICIAN NICEIC 
Part P reg'd, sockets to 
complete rewires, test¬ 
ing/ inspections, kitch/ 
bath refits, plumbing. Tel: 
01638 744281/ 07941 
107321. 

ELECTRICIAN, NICEIC 
part P reg'd, JIB quali¬ 
fied, all work under¬ 
taken. Call Michael: 
07766 116207. 

QUALIFIED electrician, 
retired, able to do small 
jobs, extra socket, lights, 
etc. Tel: 01353 777851/ 
07974 159424. 

ELECTRICIAN part P' 
registered, domestic, 
commercial and indus¬ 
trial, Tel: 01223 511025/ 
075060 70519 




CARPENTER and joiner, 
fully qualified, call 
Jonathan Westwood. 
Tel: 07855 510042 or 
01954 261191. 


Equestrian 


FARRIER. Shoes For 
Hooves. Hot and cold 
shoeing, competitive 
rates. Tel: 07976 391611 


LIDGET 

CONCRETE [iii 
GARAGES fv- 


supplied and erected 

10% off your booking today 

0808 1550590 

wvwv.cambridge-living.co.uk 
Rockery Farm, Bourn CB23 2TA 



ACCUBUILD, drawings for 
planning and building 
regulations, council 
negotiations. For free 
advice: 07866 705199. 

PLANS drawn for your 
extension, competitive 
rates. Tel: 01223 513302 
or 07967 160460. 

EXTENSIONS, conver¬ 
sions, drawings for plan¬ 
ning and building regs, 
free advice. Tel: 01353 
727000. 

SURVEYS home buyer 
reports and valuations, 
by qualified surveyor. 
Prompt service. Free 
quote. Tel: 01353 

727000. 


HISTON cleaning serv¬ 
ices, interior and exte¬ 
rior, residential and 
commercial, fully 
insured, we supply all 
cleaning equipment 
and brand name prod¬ 
ucts. For further infor¬ 
mation call Liz: 07877 
189339. 


Decorators 


IAN BAILEY decorating 
services, No job too big 
or small. 25 years experi¬ 
ence. Tel: 07798 711472. 


Driveways 


MAN ABOUT THE 
HOUSE 


ALL THOSE JOBS THAT NEED 
DOING CAN BE DONE! 
HIRE BY THE HALF DAY - 
FULL DAY OR WEEK 
FULLY INSURED-REFERENCES 
AVAILABLE 

FROM A PICTURE HOOK 
TO A KITCHEN 
SPECIALIST IN FLAT PACK 
01480 393653 
07809 372987 


A&B Driveways 

Block paving and patio 
specialists, all ground work 
undertaken.Experienced 
competitive, family business. 
Free estimates 
Friendly advice 

Phone Andy 
07796 342178 
or 01480 462130 


Heating & 
Plumbing 


M.WALTON Heating and 
Plumbing, Corgi reg'd, all 
work undertaken, free 
quotes, good rates. Tel: 
07895 066444/ 01480 
215131. 



NDS power washing spe¬ 
cialist, block paving, tar¬ 
mac, patios, free quotes, 
for information Tel: 0845 
3130081 or 07796 


BEHAVIOUR problems? 
Then call the Dog 
Listener. Tel: 01767 
6 4 1 0 7 0. 

www.theostewart- 
doglistener.co.uk 


JACK Russell puppies, 
can see parents, smooth 
haired, short legged, 
£170 each. Tel: Bev 
07817 921421. 




Asbestos 

Cambridge Evening News 

NEWSPOINT 


AUTOMATIC 

GATES 


Style with Security 

Designed • Manufactured • Installed 

0808 1550590 

www.cambridge-living.co.uk 
Rockery Farm, Bourn CB23 2TA 


ASBESTOS removal and 
surveys. Tel: Dave 07832 
110482 or 020 
76929398. 



You can now order ‘News’ 
photographs from our 

NEWSPOINTS 

Cambridge Central Library, 

Lion Yard, Cambridge or 

Grafton Centre Information 
Kiosk, Cambridge. 



BATHROOMS and tiles, 
supplied and fitted by 
tradesman, free esti¬ 
mates. Tel: 01223 
322232. 



RECLAIMED building 
materials for sale, call 
Butler Bros. Tel: 01223 
833388. 


Computer Services 


LAPTOP, PC & Mac REPAIRS 


FAST PROFESSIONAL SERVICE 
Good place for second hand 
PCs, laptops, Macs & screens 


www.computerresale.co.uk 
4 Mill Road,Cambridge. 

Tel: 01223 305007 
Open Mon-Sat 10am-6pm 


Specialist 

WOOD FLOOR 
RESTORATION 

• Repairs • Sanding 

• Staining • Refinishing 

95% dust free! 

Free advice and quotation 

Call Russel on: 

07968 437250 



ABOUT TO 
DECORATE? 

All interior and exterior 
work undertaken. 
For a professional 
service with 30 years 
experience call Ray on: 

07957 963235 
or 

01223 357594 


BATHROOMS kitchens, 
bedrooms supplied and 
fully fitted, all trades. Tel: 
01223 840042 or 07831 
333558. 


AN affordable decorating 
service by tradesmen. 
For a free estimate. Tel: 
01223 311119 or 01638 
742284.T 

ALL painting, decorating 
and general mainte¬ 
nance work carried out. 
Free estimates. Tel: 
01223 438155/ 07784 
247513. 

CHRIS Painter/Decorator. 
I nterior/Exterior. 
Domestic/Commercial. 
Fully qualified. Quality 
workmanship. Free esti- 
mates._tel 07752 

740300 

RMS painters and decora¬ 
tors, high quality work¬ 
manship, internal & 
external, Tel: 01954 
710174/07951 586821. 


Plastering 


LH Plastering Services, 
free estimates. Tel: 
07758 221671/ 01954 
261222. 


Plumbing & 
Heating Services 


CORGI gas, LPG, OFTEC. 
Oil heating installation, 
repairs. Carmen Ltd: 
01223 864107.T 

VOGELS plumbing serv¬ 
ice, no job too small, 
Tony on 01480 211230/ 
07711 998902. 

SPARKES Plumbing, 
bathrooms supplied and 
fitted, all domestic 
plumbing, OAP discount, 
fully insured. Tel: Ian 
01223 709140/ 07936 
694906. 


Removals & 
Storage 


20 x 8ft containers to rent 
for storage, CCTV etc. 
Hermitage Marina, 
Earith. Tel: 01487 

840994. 

A&M Removals and stor¬ 
age, reliable service, full 
moves/ part loads, 

quote or hourly rate. 
Tel: 01638 721081. 

ATRANSMOVE full moves/ 
single items, full storage 
and packing, guaranteed 
to beat any like for like 
quote. Tel: 07980 

493594/0800 183 0468. 

BURGESS Removals, van 
and driver hire, prompt 
efficient service. Tel: 
01223 242743. 

DOVE'S removals and 
storage, local or dis¬ 
tance, fully insured, free 
quotes, self storage 
boxes. Tel: 01353 

662467. 

MAN with Transit van, ideal 
for small jobs, for more 
information. _ Tel: 07990 
781969/01223 420409. 
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Removals & 
Storage 


FROM £5ph, anything 
moved anywhere, any¬ 
time, from DIY to a com¬ 
plete professional move. 
Free estimates, boxes, 
storage and carriage of 
passengers. Plus house 
clearance, rubbish 
removed. Tel: 07922 
022191. 

MAN and van, removals, 
house and garden clear¬ 
ance, good rates. Tel: 
01223 720931/ 07985 
587930. 

STORAGE 40ft containers, 
near Royston, £27 per 
week inclusive. Tel: 
07768 718396. 

REGIONAL removals, 
house clearances, light 
haulage, man and van, light 
removals, free quotations. 
Tel: 01638 724004/ 

07787 325270. 


SELF 

STORAGE 

UNITS 

25sq ft. to 200sq ft. 
Newly constructed 
Warehouse 

24hr Security 

Call Safebox 
01223 291133 


MOVING home? For a 
complete and profes¬ 
sional removal service 
from start to finish. Call 
Bob at Glasswells on: 
01284 752804. 


ra 

Agriculture & 
Farming 



NEWMARKET town cen¬ 
tre, 2 bed appartment, 
p/f, very modern, £695 
pern. Tel: 07958 741635. 



WOODTURNING busi¬ 
ness retirement sale, suit 
1 person, excellent client 
base/ location, full train¬ 
ing given, 15k, includes 
all equipment plus large 
copy lathe. Tel: 01223 
212700/880679. 


Business 

Opportunities 


WANTED 

Honest, reliable, self 
motivated people looking 
to earn extra income 
working from home. 
Earn £500 - £1,500 p/m p/t 
more for f/t 
For more info & help 
Call or visit 02086 805775 
www.dashforcash.biz 



ABACUS PC rescue, pro¬ 
fessional help, 7 days. 
Chris Judd BSc Tel: 
07803 178247. 


Property 


NEED a quick sale / to 
release equity / sell 
and rent back? Contact 
www.AQuickSale.co.uk 
or free phone 0800 32 
88 239 for information 
pack and DVD. 



Public Notices 


ARBURY Cambridge, 
rooms to rent gas c/h, 
from 280 pem inclusuive. 
Tel: 01223 839199. 

BEAULANDS close, one 
bed flat, u/f, £675 pern. 
Tel: 01223 263452. 


Company number: 03548217 

Notice is hereby given, pursuant to 
Section 98 of the Insolvency Act 1986, 
that a meeting of the creditors of the 
Company will be held at the offices of 
Ian Franses Associates, Conduit House, 
24 Conduit Place, London W2 1EP on 
13 February 2008 at 3.00pm for the 
purposes mentioned in sections 99 to 
101 of the said Act. 


WALTER GAME 
HOLDINGS LIMITED 

THE INSOLVENCY ACT 1986 

NOTICE is hereby given pursuant to 
Section 98 of the Insolvency Act 1986 
that a Meeting of the Creditors of the 
above-named Company will be held at 
BWC Business Solutions, 8 Park Place, 
Leeds LSI 2RU on 5 February 2008 at 
12.00 noon for the purposes mentioned 
in Section 99 to 101 of the said Act. 

A list of the names and addresses of the 
Company's creditors may be inspected, 
free of charge, at BWC Business 
Solutions, 8 Park Place, Leeds LSI 2RU 
between 10.00am and 4.00pm on the 
two business days preceding the date 
of the meeting. 

By Order of the Board 

JANE MARJASON-STAMP Director 


The 

Cambridgeshire 
and Peterborough 
Mental Health 
Patient Forum is 
meeting in public 

Monday 11th 
February 
2008, 1pm 
At E-space North, 
Littleport 

ALL ARE 
WELCOME 


ST Ives, 2 bed apartment, 
town centre, car park 
space, n/s, newly refur¬ 
bished, avail begin Feb, 
details on application 
suit professional person, 
dep and refs req'd, avail 
furnished/ un-furnished 
from £595. Tel: 07860 
521183 email: james- 
burt@ btconnect.com 

GREAT Chishill, large dou¬ 
ble furnished room, n/s, 
single professional per¬ 
son, off road parking, 
£300 pem inclusive. Tel: 
01763 837054/ 07745 
919455. 

SOHAM central, large 
bedroom/ sitting room, 
bright disposition, off 
road parking, fully fur¬ 
nished, £325 pem bills 
inc. Tel: 07951 010542. 

SOHAM four bedroom 
flat, near shops, schools 
etc..., no pets, minimum 
6months, £550 pem, 
deposit and ref required. 
Tel: 07850 549014. 

HAVERHILL rooms to 
let in furnished house 
from £65 per week, inc 
council tax._ 0795 
8905906. 

CAMBOURNE house- 
share,double room with 
ensuite, parking space, 
£350 pem inclusive. 
Tel: 07738 768000. 

DUXFORD 3 bed house, 
gas c/h garden and park¬ 
ing, £725 pem. Tel: 
01223 839199. 

HAVERHILL 

Meadowlands, double 
room, f/f, £100 pw inc. 
Tel: 07868 891182. 

HAVERHILL 2 bed house, 
u/f, £550 pem. Tel: 07917 
110890. 

HAVERHILL, furnished 3 
bed house to rent, £160 
per week. Tel: 0795 
8905906. 

RED Lodge, Laburnum 
Close, 2 bedroom house, 
parking, £560 pem exclu¬ 
sive. Tel: 01638 614933/ 
07984 684105. 

ELY large furnished double 
room in brand new 
shared house, £375 pem 
including bills. Tel: 07717 
083560. 

ELY 3 bedroom modern 
semi detached, u/f, n/s, 
£695 pem. Tel: 07773 
123187. 

CITY centre 3 bed flat, 
£100 pem plus bills, St 
Lukes Street, available 
3rd Feb. Tel: 07769 
968259. 



BEAUTY Salon/treatment 
rooms to let in 
Newmarket, first floor, 
£40 per week. Tel: 01223 
573070. 

INDUSTRIAL unit to let in 
Milton, heating, car park¬ 
ing. Tel: 01223 420010. 


Flats to Let 


HADSTOCK 

Cambridgeshire - 500 - 
3,000 sq ft Commercial 
Premises To Let. Range 
of buildings suitable for 
commercial, tourism & 
community uses, subject 
to planning. Contact 
Cheffins on 01223 213 
666 . 


A list of names and addresses of the 
company's creditors will be available 
for inspection, free of charge, at the 
offices of Ian Franses Associates, 
Conduit House, 24 Conduit Place, 
London W2 1 EP between the hours of 
10.00 am and 4.00 pm on the two 
business days preceding the Meeting. 
By Order of The Board 
PETER DAY Director 
Dated 15 January 2008 


INSOLVENCY ACT 1986 


IN BANKRUPTCY 

Bankruptcy Orders have been 
made in the undermentioned 
Courts against the following 
(note: all debts due to the estate 
should be paid to me): 

CAMBRIDGE 
COUNTY COURT 

No. 14 of 2008 RE: GEOFF 
HALLS Assistant Warehouse 
Manager of 85 Betony Walk, 
Haverhill, Suffolk, CB9 7YB also 
known as GEOFF CHARLES 
G0WLETT lately residing at 12 
Fern Grove, Haverhill, Suffolk, 
CB9 9ND 

No. 13 of 2008 RE: SARAH 
HALLS Full Time Mother of 85 
Betony Walk, Haverhill, Suffolk, 
CB9 7YB lately residing at 12 
Fern Grove, Haverhill, Suffolk, 
CB9 9ND 

-on 11 January 2008 

Mr A Hannon, Official 
Receiver, 2nd Floor, 
Abbeygate House, 164-167 
East Road, Cambridge 
CB1 1DB 


North Hertfordshire District 
Council Licensing Authority 
Licensing and Enforcement 
Notice of application under the 
Licensing act 2003 
Notice is hereby given that Susan 
Thornton Bjork, Town Clerk, 
Royston Town Council has applied 
to North Hertfordshire District 
Council for the grant of a premises 
licence for the premises known as 
Priory Memorial Gardens, Priory 
Lane, Royston, Herts. 

Proposed hours of trading (alcohol 
sales) Monday 12.00 to 16.30, 
required for Monday 5th May 2008 
only, Bank Holiday. 

Alcohol Licence Supervisor, Toby 
Snowden, Heath Sport Club, 
Royston. 

Regulated Entertainment (1) Live 
music provided by Royston Town 
Band & Opus 17, recorded music 
played for dance school displays, 
main arena act and for background 
music throughout day. 

Any person wishing to make 
representations should do so in 
writing and on the forms available 
from North Hertfordshire District 
Council, Licensing Authority, 
Licensing and Enforcement, Council 
Offices, Gernon Road, Letchworth 
Garden City, Herts SG6 3JF. Tel 
01462 474832. Website 
www.north-herts.gov.uk email 
licensing@north-herts.gov.uk within 
28 days of this notice. 

Persons wishing to make 
representations must be prepared 
to attend in person at a public 
licensing & appeals committee 
hearing. 

Copies of all representations will be 
passed to the applicant. 

It is an offence to knowingly or 
recklessly make a false statement in 
connection with an application. 
Dated this day of 24 January 2008 
Susan Thornton Bjork 


EAST CAMBRIDGESHIRE DISTRICT COUNCIL 
(OFF-STREET PARKING PLACES) 
ORDER 2008 

Take notice that at its meeting on 15 th January 2008, East 
Cambridgeshire District Council adopted the above order 
which will come into force on 11 th February 2008 and will 
regulate off-street parking in the following car parks, 
namely: 

Angel Drove Car Park (long stay charged) 

Barton Road, Ely (long stay with morning restrictions) 
Barton Road Coach Park (12 hours in any 24 hours) 

Brays Lane, Ely (short stay) 

Forehill, Ely (short stay) 

Newnham Street, Ely (short stay) 

Newnham Street, Ely (long stay, with morning restrictions) 
St Mary's Street, Ely (short stay) 

Ship Lane, Ely (long stay, with morning restrictions) 
Fisherman's Car Park (Riverside) Ely (long stay, with 
morning restrictions) 

*Cresswell's Lane, Ely (10 hours between 5am and 7pm) 
*Cresswell's Lane coach and large vehicle park (12 hours 
between 5 am and 7 pm) 

The Grange (short stay) 

Main Street, Littleport (long stay 23 hours in any 24 hours) 
Clay Street, Soham (long stay 23 hours in any 24 hours. 
No entrance between 8:30pm & 7:00 am) 

Fountain Lane, Soham (12 14? hours between 6.30 am and 
7 pm) 

In each case, except Brays Lane, Ely and St Mary’s Street, 
Ely where “short stay” means a maximum permitted stay of 
2 hours with no return to that car park for two hours and 
Forehill Car Park where “short stay” means a maximum 
permitted stay of 4 hours with no return to that car park for 
two hours :- 

"Short stay" means a maximum permitted stay of 3 hours 
with no return to that car park for two hours. 

"Long stay" means a maximum permitted stay of 23.5 hours 
in any period of twenty-four. 

In each case, except Cresswell's Lane, Ely coach and lorry 
park, Barton Road and Forehill car park, the following 
classes of vehicles are allowed, namely: 

• Motor vehicles not exceeding 5.3 metres in length or 
2.5 metres in height, including any roof rack or luggage 
box 

• Motor cycles 

• Invalid carriages 

• Disabled persons' vehicles. 

The use of the Angel Drove car park shall be charged at 
£2.50 per day (24-hour period), £11 per week, £126.50 
Quarterly Season Ticket (13-week) and £506.00 Annual 
Season Ticket. 

The Council will be able to issue notices to pay a penalty 
charge for the following reasons: 

1. Exceeding maximum permitted parking period. 

2. Parking in a disabled person's parking bay without 
displaying a valid disabled badge. 

3. Parking outside a parking bay (including parking at the 
end of a row, on a walkway or on the grass). 

4. Parking on double yellow lines or on any other yellow 
marking. 

5. Parking in a parking bay designated in Schedule 2 to the 
Order as being for other types of vehicle. 

6. Parking in more than one bay. 

7. Returning to a parking place within two hours of leaving 
it. 

8. Parking without displaying a valid parking ticket, where 
required to do so. 

Penalty charges will be £40 (£30 if paid within 14 days of 
issue). 

The Council will be able to take court action for non¬ 
payment and for any other contravention of the Order. 

A copy of the East Cambridgeshire (Off-Street Parking 
Places) Order 2008 is available for inspection at the Council 
Offices, Nutholt Lane, Ely between 8.45 am and 5.00 pm 
(Monday to Thursday) and 8.45 am and 4.30 pm (Friday). 
Copies are also available at www.eastcambs.gov.uk. 

Any person wishing to question the validity of the Order or 
any of its provisions on the grounds that East 
Cambridgeshire District Council has not acted within its 
powers or that the regulation has not been complied with, 
may within 6 weeks from the date on which the Order is 
made make application to the High Court. 

Date of Decision: 28 th January 2008 


LOOKING FOR 

A T E O -it may be closer 
L/MI L ; than you think! 


Register your details @ myidealdate.co.uk and 
you might find that love is just around the comer! 



ico.uk 


Cambridge __ 

Brought to you by the EveiUIigNeWS 


HIGHWAYS AGENCY 

ROAD TRAFFIC REGULATION ACT 1984 - 
SECTION 14(1)(a) 

THE All TRUNK ROAD (SIX MILE BOTTOM TO 
NINE MILE HILL INTERCHANGE, CAMBRIDGESHIRE) 
(TEMPORARY RESTRICTION AND PROHIBITION 
OF TRAFFIC) ORDER 2008 

NOTICE IS HEREBY GIVEN that the Secretary of State 
for Transport has made an Order on the A11 Trunk Road 
in the County of Cambridgeshire, to allow for essential 
road resurfacing and replacement of road markings to be 
carried out in safety, to the northbound carriageway 
between Six Mile Bottom and Nine Mile Hill Interchange, 
near Swaffham Bulbeck. 

It is expected that the works will take place over 
5 nights starting on or after, Monday 4 February 2008 
from 8pm Monday to Friday finishing at 6am the 
following mornings. The Order will come into force 
when the appropriate traffic signs are erected from 
1 February 2008 and have a maximum duration of 
eighteen months. 

The effect of the Order will be to - 

(a) impose a 50 miles per hour speed limit on the A11 
northbound carriageway from a point 2 kilometres 
south of the exit slip road at the A11/A1304 

Six Mile Bottom Junction to that slip road, and 

(b) close the A11 northbound carriageway from its 
junction with the exit slip road at the A11/A1304 
Six Mile Bottom Junction to the centre line of the 
A11/A14/A1303 Nine Mile Hill Interchange. 

Traffic affected by the northbound carriageway closure 
will be diverted on to the exit slip road at the A11 
Six Mile Bottom Junction to join the A1304 to Newmarket 
exiting and joining the A142 to join the A14 at the 
A14/A142 Exning Interchange, Junction 37. 

The temporary mandatory speed limit (which will not 
apply to emergency service vehicles) and carriageway 
closure (which will not apply to emergency service, 
Winter Service Maintenance or works vehicles) 
and diversion routes, will be clearly signposted 
throughout the duration of the works. 

MRS J C GLASSON 

An official of the Highways Agency 

General enquiries relating to this notice may be made in 
writing to Mr John Dorward at the Highways Agency, 
Woodlands, Manton Lane Industrial Estate, Manton Lane, 
Bedford, MK41 7LW or by telephoning 01234 796511. 


DL 

DEFENCE ESTATES 



FORMER OWNER 
(CRICHEL DOWN) 
CONSIDERATIONS 


Former RAF Upwood 
Agricultural Land 

Former RAF Upwood 
Married Quarters Estate Land 

Land at the above location has been declared 
surplus to MOD requirements and is to be sold. 
The Crichel Down Rules require 
Government Departments, under certain 
circumstances, to offer back surplus land to the 
former owner or their successors in title at 
market value. 


It has been decided in this instance that the 
RAF Upwood Agricultural land will be 
offered back. It has been decided that the 
RAF Upwood Married Quarters Estate land will 
not be offered back because exemptions apply. 
Defence Estates therefore wish to trace anyone 
who may fall within the definition of 
former owner or successor as contained in the 
Crichel Down Rules. 


Former Owner: Ernest Hugh Staffurth, 
John Caton 

The former owner or their successor(s) in title 
(other than through purchase) are invited to 
contact Defence Estates by writing within 
two months of the date of this notice to: 

James Ryley, DE Ops North (Disposals), 
Room FI 14, Building 351, RAF Brampton, 
Huntingdon, Cambridgeshire PE28 2EA. 

Successors in title should state 
and provide evidence of 
their relationship to the 
Former Owner. 


Personal Services 


ESCORT 

AGENCY 

07804 920 629 


South Cambs 
Escort 

From 10am daily 

Bookings of 3 hours or more £40 per hour 

1 hour £65 2 hours £100 

07952 912490 or 07981 228064 
07854 012397 



The Elite Escort Agency 
for the ultimate 
experience call 

Phoenix 

07791023379 

07791023350 

Female Escorts required 





*FRIENDLY discreet* 
female escorts, of all 
ages, offering wonderful 
girlfriend experience. Tel: 
07936 103300. 


A14 Cambs, sophisticated 
lady offers relaxing 
unhurried massage. Tel: 
07776 277332. 


AMBER total gem of an 
escort, vibrant, classy 
lady, 25, Huntingdon 
area, Monday- Thursday. 
Tel: 07960 315257. 


EXECUTIVE massage, by 
appointment, sophisti¬ 
cated sensual service. 
Staff vacancy. Tel: 01842 
819753. 

FREE text messages 
from women wanting 
local dates. Call: 08451 
235921 for full details. 
Discretion assured. 

FRIENDLY male escort 
service available, no 
witheld numbers. _ Tel: 
07958 267970. 

INDEPENDANT escort, 
10.30am-11pm. Tel: 
07929 666164. 

JULIETTE sophisticated, 
mature escort for full girl¬ 
friend experience. 
Stansted area. Tel: 
07799 398696. 

LOUISE fun escort. Tel: 
07982 818107. 

MAI and Nok, young lady 
escorts, in Cambridge 
area, 10am-8pm, no 
witheld numbers. Tel: 
07765 067460. 

MALE for male escort, 
24/7, shy, nervous wel¬ 
come. _ Tel: 07837 
290791. 

MALE escort, professional 
and discrete, ladies book 
early to avoid disappoint¬ 
ment. Tel Leroy: 07821 
628222. 


ESCORTS All, Danielle, 
Anita, 7 days, 10am- 
9pm. Tel: 01842 812486. 


EXCELLENT experience 
with fun, outgoing 
escort, 24 years old. 
Calls taken Mon- 
Thurs, 4- 6pm. Tel: 
07760 281898. 


BLUE 

ESCORTS 

07913 320 805 
07913 085 602 

Probably the finest 
escort agency around 

Escorts & Drivers required 


CAMBS area, escort serv¬ 
ice, bubbly fun female. 
Tel: 07804 503703 week¬ 
days. 


WOMEN 

Are just a phone 
call away! 

CHAT NOW! 


09067 516615 

Calls 75p/min. 
Mobiles calls vary. 

PO BOX 177 HP5 1FL 


ULTIMATE girlfriend expe¬ 
rience, 34 year old, for 
men and couples, 24-7. 
Tel: 07504 373624. 

SOPHIE escort for women 
and couples only. Please 
call: 07527 234580 9am- 
9pm. 


NATURIST 

MASSAGE 

in a Naturist Club 



121 CHAT! 
09097424254' 

OVER 18’S ONLY. ALL CALLS RECORDED. 

OWL, LONDON, PO BOX 56502 SW18 9AY 0909 = 35p/min 
T&C’S APPLY. Helpdesk 0870 442 4202 


ANDY experienced escort 
for guys, 10am- 8pm. Tel: 
07855 812055. 


Baldock. 
11am - 9pm 

01462 895979 


TARA For a relaxing mas¬ 
sage service. 7pm - 6am. 
Tel: 07792 324706. 

TRICIA Saffron Walden 
area, afternoons and 
evenings only. Text TRI¬ 
CIA to 69996 for pics. _ 
PCT. Box653 tw92wz. 
£1.50/msg. 18+. 


DEMI and Lucy, escorts 
available after 8pm. Tel: 
07948 256124. 


ANGEL and friends 
escorts. Tel: 07982 
818047. 


SUZI outgoing escort, call 
me: 07804 309116. 

CHEEKY escorts. Tel: 
07982 837 692. 

SKEREKA Elite Escorts. 
Tel: 07913 709157. 














































































Hotel & Catering 


Pif 

Vacant Vacant 


Building Trade 


Mechanical / Plumbing 
Manager Wanted 

Cocksedge Building Contractors require a self 
motivated, experienced Manager to run its mechanical 
division. The successful applicant will be responsible for 
running a department with a turnover exceeding £1.3 
million and will be required to have both managerial and 
practical skills in both disciplines. 

This exciting opportunity for the right individual comes 
complete with an excellent remuneration package 
including a performance related bonus which could 
double your annual salary. 

This will give the successful applicant the perfect 
opportunity to run the department as they would their 
own business but with none of the financial risks. You 
would have complete control answering only to the 
directors. 

Please submit your application in writing along with 
your CV to:- 

Martin Rogers 

Cocksedge Building Contractors Ltd 
25 Hampstead Avenue, Mildenhall, 

Suffolk IP28 7AS 

Or email: mrogers@cocksedge.com 


ELECTRICIANS required 
for long term positions in 
and around the 
Cambridgeshire area. 
Please call sarah on: 
01480 226269. 

PLUMBERS required for 
local contracts. Must be 
fully qualified and work 
under own initiative. 
Good rates of pay, price 
work. Direct or self 
employed. Tel: 01954 
781111 


Contact your 
local team 

-NEWMARKET- 

WEEKLY NEWS 

01638 662581 


Care Staff 


ANGEL CARE 

Is now recruiting for 

Soham. Newmarket and Surrounding areas 

Single and Double up Carer shifts 

Available: 

7am til 2pm 
6pm til 10pm 

Rates 
Double Up 

• £8.00 Weekday 

• £9.00 Weekends 

None NVO 

• £6.20 Weekday before 7pm 

• £6.50 Weekdays after 7pm 

NVO 

• £7.70 Weekday before 7pm 

• £7.80 Weekday after 7pm 

None NVO and NVO 

• £8.20 Weekends before 7pm 

• £8.50 Weekends after 7pm 

Full driving licence preferred due to 
the nature of the job. 
Experience not necessary. 

To arrange an interview please contact 
Kathy on 01353 665443 


Dedicated Carers 

Required to join 
existing team. Good 
rates of pay (new line) 

For further 
details telephone: 
07768 925831 




SENIOR Catering Sales 
Assistant required for a 
self-service cafe in 
South Cambridge. Duties 
include cooking simple 
snacks, till work, cashing 
up, and covering for the 
supervisor when on holi¬ 
day. Hours are 7.30am to 
2.30pm, Monday to 
Friday, @ £6.84p per 
hour. This is a temporary 
position to cover mater¬ 
nity leave until mid 2008. 
Contact Tim on: 07736 
089042 


COOK Manager required 
for site canteen. Good 
rates, plus profit share. 
Tel: 017809 373798. 


The Hope 
Residential and 
Nursing Care Home 

Full Time 
Kitchen Porter 

required 

Please ring 
for further details 
01223 359087 


The Wheatsheaf 

Stow-cum-Quy 
are looking for 
Part time 
Morning Cleaner 
2 hours per day, 

5 days per week 

9.15-11.15 
Part time Bar/Waiting 
Staff & Part time 
Catering Assistant & 
Part Time Kitchen 
Porter / Wash Up 
both for weekend 

6 weekday shifts. 
Please call 01223 

812196 & speak to Jo 
for more details. 


Huntsman Advanced Materials (UK) Ltd, part of one of the world’s 
largest chemical companies, is a world leader in manufacturing 
formulated resins for adhesives and related products. Including 
the world-famous Araldite DIY product, the Duxford site 
manufactures a wide range of adhesives from those used for 
making DVDs to high performance products used bg the world’s 
major aircraft manufacturers. 



6 CHEF - (GRADE 27) 



Full Time - 37.5 per week Monday to Friday, 7.13am to 3.30pm 
(inc 43 minutes unpaid lunch break) 

We are currently looking to recruit a Chef to work within the 
restaurant department. You will be joining a very busy team and your 
responsibilities will include assisting with preparation, cooking and 
service of meals for the main restaurant, conferences and dining rooms. 

The successful applicant should possess proven practical catering 
experience, and ideally a basic catering qualification or NVQ/or 
equivalent, in addition good general education is advantageous. We are 
looking for a committed and motivated individual who possesses team 
working skills. In addition the successful candidate will demonstrate 
customer service skills, and be reliable and conscientious with a 
commitment to maintain a high standard of food, hygiene and safety 
within the restaurant department. Would suit a recently qualified person 
or someone who is looking to further their catering career. 


In return we offer an excellent benefits package, including a contributory 
final salary pension scheme, private healthcare, a guaranteed December 
payment and a non-contractual Incentive Compensation Scheme. 

For general enquiries or to obtain an application form please contact the 
Human Resources Department on 01223 493196, or by post to Huntsman 
Advanced Materials (UK) Ltd, Duxford, Cambridge, CB22 4XQ. Alternatively 
email sharon_harrington@huntsman.com. 

The closing date for applications is 
Wednesday 13th February 2008 


HUNTSMAN 


Part Time - Temporary 


Part-time Cleaner 

Starting salary range £6.90 per hour 

The Babraham Research Campus is the home of the Babraham Institute which is 
world renowned for its research in life sciences that leads to new medicines and 
treatments for human diseases. Babraham Campus Services Limited (BCS) is a 
wholly owned subsidiary of the Babraham Institute and provides employment 
opportunities in the support services of the Institute. 

We are looking for a Cleaner to work on a part-time basis as part of a small in-house 
team of cleaners to undertake general cleaning duties. Working hours are 7.00 a.m. to 
1.30 p.m., Monday to Friday, (this includes a half hour unpaid break); some occasional 
Saturday morning work may be required. Applicants must have a good general 
standard of education, good timekeeping, a flexible approach to working hours and 
areas in which they are expected to clean, be able to work to the highest standard of 
cleanliness and work on their own initiative. Previous experience of cleaning is 
desirable although on the job training will be given. 

Application forms and further details are available electronically from our website 
(www.babraham.ac.uk), or by contacting our 24-hour Recruitment Line on 01223 
496365, or e-mail: personnel@babrahamcampus.com. On applying please quote 
reference SP/BCS/P. Closing date for completed applications is 12 February 2008. 

NO AGENCIES PLEASE 

BCS is an equal opportunities employer 



PART TIME 
DELIVERY PERSON 
REQUIRED 

We urgently need an adult to help 
maintain our News Direct home 
delivery service of the Cambridge 
Evening News in Cambridge and the 
surrounding areas. You will be 
delivering newspapers door to door to 
a varying number of rounds each day. 

Hours will alter depending on the 
amount of rounds available but they 
will be approximately 10.30am to 4pm 
(Monday to Friday) and 10am to 2pm 
on Saturday. 

You will need a reliable vehicle for 
which a mileage allowance will be paid. 

For further information please call Sue 
Marsh on 01223 434273 


KENNELS in Stretham 
requires worker for gen¬ 
eral duties. Variable 
hours including some 
weekend work. Own 
transport required. 
Minium wage. Tel: 01353 
649563. 


VIRGIN Vie are looking for 
Consultants and 

Managers to sell our 
cosmetics, homeware 
and jewellery ranges. No 
outlay. Free local train¬ 
ing. Flexible hours. Call 
Cassie on: 01487 
741024. 


PART TIME 

Tele - Marketing 

Research for 
new customers 

And keeping in touch 
with existing 

Phone 01638-751225 
anytime 


Cambridge Evening News 

NEWSPOINT 


You can now order ‘News’ 
photographs from our 

NEWSPOINTS 

Cambridge Central Library, 

Lion Yard, Cambridge or 

Grafton Centre Information 
Kiosk, Cambridge. 



Catalogue Distributors 
wanted. £50-£250+pw. 
Tel 01223 281069. 


EARN £400-£600 pm, 
delivering/ collecting cat¬ 
alogues. 18+. Telephone: 
01223 280104. 


EARN £400-£600 part 
time. Catalogues. Tel: 
0800 0434169/ www. 
fabcash.com. 


CHILD Care Assistant 
required in Linton. 2/3 
days per week. Ring for 
details: 01223 891890. 


BABRAHAM After School 
Club seeks a playworker/ 
food preparation. Mon- 
Fri. Good rates. February 
start. Details: 01223 
881644. 


DUE to popular demand 
Hair By Natalie is seek¬ 
ing part/ full time fully 
qualified stylist to work in 
a busy salon in 
Bassingbourn. Call 
Natalie 01763 243071/ 
07739 559253. 


WANTED self employed 
Hairdressers and Beauty 
Therapists for Rent a 
chair and Beauty room. 
City location. Please 
leave your name and 
number. Tel: 07825 
458794. 


MECHANICAL Fitters for 
site installation of 
machinery, mainly for the 
water industry. Must be 
prepared to work any¬ 
where with in the UK. 
Full driving licence and 
own transport a require¬ 
ment. Tel: 01204 574721. 


GOOD Family Cooking 
Skills for Private 
Residential Home in 
Waterbeach. 4 hours per 
day - 3 days on and 3 
days off. Good rate of 
pay. Telephone: 01223 
863407 ask for Izzi, 
Deputy Manager. 


PEOPLE required to 
deliver local yellow 
pages in March 2008. 
Must have a car and tele¬ 
phone. Please call: 
01923 494229 leaving 
your name, telephone 
number and postcode or 
email to mail@ddc.co.uk 


DENTAL Nurse/ 

Receptionist. Full time/ 
part time vacancy. 
Experience preferred but 
not essential as training 
will be given. Please 
apply in writing to: Mrs 
Lawrence, Practice 

Manager, 24a Orchard 
Road, Melbourn. 


FULL and Part-time Sales 
Assistants (various 
shifts) are required at our 
TOTAL Convenience 
Store, Lolworth. If you 
are reliable, customer 
focused and are over 18 
(legal requirement), 
you're the person we are 
looking for. Please con¬ 
tact Paul on: 01954 
785050 


FREETRAIN 

NATIONWIDE LTD 

BECOME A DRIVING I 
INSTUCTOR U 

HAVE YOUR TRAINING 
SPONSORED BY A 
DRIVING SCHOOL 

YOUR LEARNING PROVIDER 
IS PETER KELLY 


TEL (0800) 61.62.71 


WARMROOF the uk's 
largest insulation and 
renewable energies 
company, urgently 
require direct sales peo¬ 
ple. Can you sell a prod¬ 
uct that every home 
needs? Would you like 
qualified appointments? 
Have you a car and tele¬ 
phone? On target earn¬ 
ings £50k plus bonuses. 
Paid weekly. 

Government vat rating 
only 5%. 3 vacancies in 
the Norfolk/ Cambs 
areas. To arrange local 
interview call Barry 
Stewart now on: 07717 
854086 or 07885 
345547. 


Thursday, January 31, 2008 WEEKLY NEWS 55 
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TRAIN AS A 
JOURNALIST 


Journalism is often seen as glamorous 
and exciting but, as with any 
occupation, success comes only after 
much hard work and routine activity. 
However, each working day as a 
journalist is different and the training 
you receive will give you the flexibility 
to cover a wide range of news stories 
and features. 

Journalism draws on all the knowledge 
and skills you have acquired and can 
give you a tremendous sense of 
achievement. If you’ve got what it 
takes, journalism could be the career 
for you! 

SO WHERE DO I START? 

The NCTJ is the principal provider of 
journalism qualifications and training 
and offers a wide variety of training 
and learning options to suit everyone. 

NCTJ qualifications are what editors 
look for when they are recruiting 
trainee journalists and these can be 
gained through full-time, part-time, 
distance learning or on-the-job training 
courses. We also offer press 
photography and photo-journalism 
training. 


For further information about training as 
a journalist, please visit www.nctj.com 
where you will find details of all courses 
offered, locations of study and details of 
educational requirements. 



The Home Delivery Service from the Cambridge Evening News 


Join the 'News Direct' 
waiting list for a 
round in your area 

Rounds suitable for adults and 
young people over 13. 

FREEPHONE 0800 389 5351 
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The UK's leading provider of healthcare service solutions 

Nurses (RGN) 


c.£25k Oakington IDC, Cambridge 

Are you looking for an exciting, diverse career opportunity 
working with a multi cultural client group? Do you want to be 
part of a dynamic, progressive and caring team? 

Primecare Forensic Medical provides a 24hr Nurse led triage service 
to meet the healthcare needs of detained male asylum seekers. 

This is a challenging and rewarding opportunity for RGN’s seeking 
to enhance their professional and personal skills. 

To support our ongoing growth and to meet the needs of our 
patients, we currently require one full-time Nurse to compliment 
our Healthcare provision at Oakington Immigration Detention 
Centre, Cambridge. You would be required to work night duty on 
a rotational basis plus evening and weekend duties. All applicants 
must be resident in the UK for a minimum of 3 years. Offers of 
employment are subject to Enhanced CRB and Home Office Vetting. 

We offer our nurses a range of competitive benefits: 

• Good rates of pay c. £25k per annum 

• Contributory pension 

• Career development opportunities 

• Education and training support 

For further information, or for an informal chat, please 
contact Lesley Forbes-Lange or Kate Izycki on 01954 783106. 

To apply for this position, please submit an up-to-date CV with 
a covering letter to victoria.waterton@primecare.uk.net 
Closing date: 8/2/08 

BUILDING EQUALITY PniTICCcirC 
Et DIVERSITY forensic medical 


www.primeeare.uk.net 



Receptionist 


Turners (Soham) Ltd is a large family owned Company 
providing supply chain solutions to the leading 
Supermarkets. An opportunity has arisen in our reception 
department based at our Head Office in Newmarket. 

The successful candidate will be working 37.5 hours per 
week. Monday to Friday. The position will involve general 
reception and switchboard duties including answering 
incoming calls, greeting visitors and opening and distributing 
post on a daily basis. 

Applicants must possess excellent communication skills and 
be computer literate. An attractive salary will be offered. 

To apply for the position please send in a CV stating your 
current salary to The HR Department, Turners (Soham) Ltd, 
Fordham Road, Newmarket, Suffolk, CB8 7NR. 

Closing date: 8th February 2008. 


We are the UK’s leading learning disability 
charity working with people with a learning 
disability and their families and carers. 

Homes Manager 



Sawston, Cambridgeshire £25,301 pa 
37.5 hours per week 


Mencap believe that people with a learning disability 
have the right to their own home and the support 
they need to live as independently as possible. We are 
looking for a competent, flexible and creative manager 
to lead a staff team which provides a high quality 
individually led service to a number of people living in 
a Registered Care Home in Sawston, Cambridgeshire. 


We are looking for people with preferably 2 years + 
experience in a management / supervisory capacity 
with a good knowledge of learning disabilities. You 
should have or be willing to work towards an NVQ4. 


In return, Mencap offer you the chance to work for 
the leading provider of services to people with a 
learning disability with good terms and conditions of 
service including 22 days annual leave rising to 
27 days, occupational sick pay and pension. 


For further information please contact 
lain Gibson on 07717 702323 and for an 
application form please contact (01284) 753526. 
Closing date: 13 February 2008. 


Wherever you come from, 
whoever you are, we want 
you to contact us. 
Registered charity ■£,- ■ 
no. 222377 . ^ 


MENCAP 

trvrr»*f *«**«<> 


WWW.mencap.org.uk working with people with 
learning disability and committed to equality of opportunity. 


r 
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CUSTOMER SERVICES 
CO-ORDINATOR 




To join our busy department taking customer 
telephone enquiries for building repairs and 
maintenance, organising the work with our team 
of skilled operatives and carrying out associated 
administration routines including preparation of 
invoices. Full training will be given. 

You will be working with our Repair & 
Maintenance Manager and will be expected to 
assist with marketing these services to existing 
and new customers. 

FINANCE ASSISTANT 

To join a busy, friendly Accounts Department. 
Experience in Sales Ledger/Credit Control in the 
building trade an advantage but full training 
available if required. Applicants should have good 
communication skills and work well in a team. 
Position suitable for full-time, part-time or on a job 
sharing basis to suit working parents. 

We offer a competitive salary, contributory 
pension scheme, profit share scheme and free 
parking. 

Please apply to Glenda Jacklin for an 
application form 01223 423800 
Coulson Building Group, William James House, 
Cowley Road, Cambridge CB4 0WX 

' BULDER$ - JOINERY - $EfMCE$ ■ RESTORATION ' 


MOBILE COMMUNICATIONS 
ENGINEERING - CAMBRIDGE UK 

AIRVANA LTD (PREVIOUSLY 3WAY NETWORKS LTD] IS A CAMBRIDGE BASED 
DEVELOPER OF UMTS EQUIPMENT FOR THE MOBILE OPERATOR, DEFENCE AND 
TRANSPORT SECTORS. FOLLOWING THE RECENT ACQUISITION BY US BASED 
MOBILE BROADBAND INFRASTRUCTURE DEVELOPER AIRVANA, WE ARE NOW 
EMBARKING ON A SIGNIFICANT EXPANSION OF ITS ENGINEERING TEAM. 

EXCELLENT SALARY/SHARES/OTHER BENEFITS/BONUS SCHEME 


In Cambridge we offer 
the opportunity to 
participate in the design 
and development of 
market leading and 
innovative technology. 
We offer an attractive 
working environment 
in a brand new office 
and lab complex on 
the Cambridge 
research park. 


Airvana 

muft ArcafeiuJ tvwywtm* 


We are currently recruiting 
for the following positions: 

• Layer 1 Engineer x 2 

(Ref: L1_eng4) 

• Telecoms Test Engineer 

(Ref: Test_eng2) 

• SW Test Development 
Engineer 

(Ref: swtd_eng1) 

• Principle Customer 
Integration Engineer 

(Ref: CS_eng2) 

• Senior Test Engineer 

(Ref: Snrtest_eng1) 

• Software Engineer 

(Ref: S\N_eng_2) 


WE ARE HAVING AN 
OPEN EVENING ON 
7TH FEBRUARY AT 
5PM - 8PM AT THE 
BOARDWALK CAFE 
ON CAMBRIDGE 
RESEARCH PARK 


Applicants should send their cv with 
a covering letter and references, 
together with an indication of their 
salary expectations to 

ukjobs@airvana.com 

(Please mention Cambridge Evening 
News on your application.) 


STRICTLY NO 
RECRUITMENT AGENCIES 


For more information please visit: 

WWW.AIRVANA.COM 



The King’s School Ely 

Co-educational boarding and day, 214-18 

King’s Acremont 
(Pre-Prep and Nursery School) 

Holiday Club Leader 

We are looking for an enthusiastic and dynamic 
person to lead our holiday club, which is run for 
children from 3-9 years of age. The club runs from the 
25th March to the 11th April 2008 and the 7th July to 
the 29th August 2008. Hours will be Monday to Friday, 
8 hours per day. If appropriate, the Holiday Club 
Leader’s own children are welcome to attend the club, 
without any charge 

The position involves responsibility for planning and 
managing the day to day running of the groups. The 
successful candidate must be a team player and also be 
able to demonstrate initiative. Minimum qualification 
of NVQ Level 3 or equivalent required. 

Please send a letter of application FAO The Head of 
King’s Acremont, 30 Egremont Street, Ely, CB6 1AE 
(Telephone 01353 662978). The closing date for 
application is Friday, 8th February 2008 
The King’s School is committed to safeguarding and 
promoting the welfare of children, and applicants must 
be willing to undergo child protection screening 
appropriate to the post, including checks with past 
employers and the Criminal Records Bureau. 
HMC/SHMIS/IAPS/CSA 


Have you got what it takes to work 
with the best in Retail Security? 

TSS (Total Security Services Ltd) has 
vacancies for experienced licensed 

Retail Security Officers, 

Mobile Retail Security Officers 
and Mobile Area Supervisors in the 

Cambridge and surrounding areas 
and is offering pay rates of £6.50 to £8 
depending on experience. 
Applicants should be smart, reliable, 
possess excellent communication skills 
and be available to attend a Recruitment 
Open Day on Monday 4 th February locally 
between 9am & 3pm. 

Places will be limited so confirm 
your attendance by contacting 
Angela Gladman on 
020 8523 5533 ext. 246 


Whatever the job find it in 



SEARCH 


Every Wednesday & Friday in the Evening News 


SALESPEOPLE REQUIRED 


Private Medical Insurance 


No experience 
necessary 

£35-100K 

OTE 


Full training 
and support 

Confirmed 

appointments 


Salaried and commission-only positions available 

If you would like more information, come to our Recruitment Open Day at the 

Marriott Hotel, Huntingdon PE29 6FL on Thursday 7th February 

Call Lisa on 08450 60 80 60 for more information 

or visit www.securehealth.co.uk 


(MARSHALL! 



Marshall Specialist Vehicle is part of the prestigious Marshall of Cambridge Group. In line 
with our continued strategic growth we are recruiting for the following roles, based at our 
Cambridge facility: 

• Strategic Buyer 

• Sales Engineer 

• Paint Sprayer (Nights) 

• Paint Sprayer (Days) 

• Lead Engineer 

• CAD Designer Engineers 

• Graduate Designers/Engineers 

• Electrical Designer 

• Technical Author 

• Multi-disciplined Electrician 

• Data Controller 

If you have the drive and energy to join our great team, please forward your CV and covering 
letter outlining your suitability for the role and stating your current salary and the job role 
you are applying for, by post to HR Department, Marshall SV ltd, The Airport, Newmarket 
Road, Cambridge, CB5 8RX or by email to jobs@marshallsv.com 

Closing Date: 22nd February 2008 



Whole Team Needed! 

HomeStore&More will shortly be opening its second UK store in Cambridge, presenting customers with a 
wide range of quality homeware products and an unparallel customer experience. We are offering the 
chance for you to be in at the beginning of an exciting new start-up business. 

Customer Assistants 

Whether you are looking for a stable work environment or unlimited career opportunities, 
HomeStore&More is the place you should look. We are offering challenging roles within a small, friendly 
team. 

We are offering the excitement and incredible development opportunities, which come with a new 
business. As we are part of Home Retail Group, the £5.8bn parent company of Argos and Homebase, we 
are also able to offer the full benefits package associated with a market leader. 

Interested? Find out more at www.new-to-the-uk.com or call Lesley Arc on 01908 600058 for an 
application form. Or send your CV direct to lesley.arc@homeretailgroup.com 

HomeStore&More operates an equal opportunity policy and welcomes applications from people of all 
ages and backgrounds. Agencies need not apply. 


HomeStore&More 

































































Dental Nurse 

Required to work full time in 
Histon. Experience not necessary 
as training will be given. 

Please call 01223 236799 for details 


DENTAL ASSISTANT 

Our expanding orthodontic practice is looking for 
a bright energetic person ready to take up the 
challenge of working in a team-orientated 
environment, as a part time dental assistant. 
Experience preferred but not essential. 
Please send written C.V. to: 

Miss L. Pietersen, 43 Long Road, Cambridge, 
CAMBS, CB2 8PP 


Advertising Sales 
Representative 


Motors Team 


Office based in Milton 


■ Opportunities have arisen 
within our advertising department 
for an Advertising Sales 
Representative for the successful 
Motors Team. 

The role involves selling advertising space over 
the telephone and building relationships with 
existing clients. You will also be required to assist 
with the design and layout of advertisements. 
Sales experience is preferred, but not essential 
as full in house training will be given. Above all, 
you must be enthusiastic, confident and willing 
to seek out new business opportunities. A good 
standard of English and spelling is essential as is 
an excellent telephone manner. 

This position offers a basic salary of £12,500, with 
an excellent bonus structure (OTE £21,500), 
ongoing training and the possibility of subse¬ 
quent progression. 

For an application pack, please call Conor 
Lenaghan on: 01223 434218 Or email: 
louiseshephard@cambridge-news.co.uk 
Closing date for applications: Wednesday 6th February 



We are a leading regional 
Newspaper publisher and 
a member of lliffe News 
and Media. Our titles 
include the award-winning 
Cambridge Evening News, 

11 weekly newspapers, a 
stable of magazines and 
a suite of websites. 

We offer a competitive 
salary, 5 weeks’ annual 
holiday and free on site 
parking. Following a 
probationary period there 
is an option to join a 
contributory pension 
scheme and subsidised 
health cash plan. 


Cambridge 

Newspapers 


It is the company’s policy to employ the best qualified personnel and 
provide equal opportunity for the advancement of employees including 
promotion and training and not to discriminate against any person 
because of sex, race, pregnancy, disability, marital or family status, 
age, sexual orientation, religious beliefs or trade union memberships. 


LINKS 


Links of London will be opening a new store 
in the Grand Arcade in Cambridge. 

We are currently recruiting a vibrant team to 
representthe brand in the Cambridge area. 
The team will include a Store M an age r, Assistant 
Mangen Sales Associate and Part Time Sales 
Associate. 

Competitive salary plus fantastic 
benefits package. 

Apply with CV and cover letter to: 

Janet Jokat, Links of London, 86 Duke ofYork 
Square, 4th Floon 
London SW3 4LY or by email to 
hrqueries@linksoflondon.co.uk 


Sandcroft 

Payroll Services Ltd 

PAYROLL & ACCOUNTS ASSISTANT 

Candidates must have payroll experience 

A full understanding of computerised payroll 
systems & excel spreadsheets is necessary. 

Your duties will primarily be in payroll but good 
understanding of accounting procedures would 
be an advantage. 

Applications will be treated in the strictest 
confidence and a competitive salary is on offer. 
Please send your CV to:- 

8a Morley's Place, Sawston, 
Cambridge, CB22 3TG 
sandcroft@sandcroft.co.uk 
or Telephone: 01223 578787 

No Agencies please. 


Electronic Technicians 

An expanding company near 
Newmarket requires two technicians 
able to fault find digital control 
systems to component level 

Ideally having O.N.C or 
equivalent qualification in 
Electronic Engineering 

Salary according to experience 

For application form 
Tel. 01638 731212 
ATL Agricultural Technology Ltd. 


Opportunities 

in European Regulatory Affairs 

Cambridge 

Mundipharma Research Ltd provides truly world-class research services to the Mundipharma/Napp Group of 
independent associated pharmaceutical companies throughout Europe. We are dedicated to the development of 
exciting new therapeutic opportunities for patients, and to making Mundipharma Research Ltd the very best place to work. 

Based on the Cambridge Science Park, this is an exciting opportunity for you to be part of an exciting future. 

We have the following vacancies in our European Regulatory Affairs Department: 

Regulatory Operations Officer Permanent and Maternity Cover 

Working closely as part of the European R & D team, you will be responsible for publishing a variety of regulatory dossiers for submission to the 
appropriate Regulatory Agencies; and for managing databases to make the submissions globally available. Key requirements include: a life sciences 
background ideally with pharmaceutical experience; a flexible and organised approach with excellent interpersonal skills, attention to detail, the ability 
to work to deadlines, enthusiasm and self-motivation. Previous Regulatory Affairs experience with regulatory publishing tools would be preferable. 

Regulatory Affairs Officer (Compliance) Full and Part Time 20 hours/week 

This is an excellent opportunity to utilise your skills in a vibrant research environment. Working as part of a team, you will be responsible 
and accountable for creating and managing Registered Production and Quality Control documents. This is an ideal opportunity 
for someone looking to move into a Regulatory environment. Key requirements include: ideally a science degree or equivalent; 
pharmaceutical industry related background; knowledge of quality systems; self motivation; good interpersonal skills, and an 

organised, methodical approach with attention to detail. 

In return, we offer a competitive salary, contributory pension scheme, non-contractual bonus and private medical care. 

Ready to be part of a successful organisation? Please send your CV and covering letter, stating your current 
salary package and which position you are applying for, to Alison Kelly, HR Department, 

Mundipharma Research Limited, Cambridge Science Park, Milton Road, Cambridge, CB4 OGW 
or email Alison.kelly(a)mundipharma-rd.eu 

Closing date for applications is Friday, 15 February 2008. 

European — 


Research 8 DfrHopmt 
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Software Engineer - Java 

Online games company requires exceptional 
software engineer. Good honours degree 
from a reputable University in computer 
science or similar. 

Experience of graphics, communications, 
mathematics and databases preferred but 
not essential. Based Cambridge or 
Long Melford, Suffolk 

£26,900 + long service bonus of £7,000 p.a 
Contact acup @ historicalengineering.com 

07799 407312 


AVON 


Earn Extra Money 
Choose Your Own Hours 

This Could Be The New Year 
Opportunity You Have Been 
Waiting For? 

Call Now And Start Earning! 

01638 711587 

E-Mail: 

avon.cosmetics@btinternet.com 


www.aht.org.uk 


We are a charity that has been helping animals for 
more than half a century. We provide specialist 
veterinary clinical, diagnostic and surgical services 
and our successes in research have been 
outstanding. Strongly committed to education and 
located in beautiful surroundings just four miles 
from Newmarket, our state-of-the-art referral clinics 
and research facilities offer a challenging and 
rewarding environment in which to work. 



Canine DNA Sample 
Collection Co-ordinator 


The Departments of Genetics and Molecular 
Oncology receive several thousand DNA samples 
each year, both from pet dogs visiting the on-site 
Centre for Small Animal Studies and from dogs 
around the UK and overseas, that contribute to the 
groups' successful research projects. As a result of 
this, a position has become available for someone 
to manage and co-ordinate the collection and 
storage of these samples. 

You will have responsibility for processing samples 
received and logging their details into appropriate 
databases, mailing out sample collection materials 
and for communicating with owners and vets over 
the telephone, by email and in person. Some basic 
laboratory procedures, such as DNA extraction, 
will also be required. 

Excellent interpersonal skills are essential, as is the 
ability to work with a high level of accuracy. Basic 
skills with Excel and Word are also required and 
experience of a veterinary or scientific 
environment would be an asset. 


the science 
behind 
animal 
welfare 


The full-time position is on a two year fixed 
term contract. 


If you are interested in applying for this position, 
please forward your CV and covering letter, stating 
why you are interested in this role and your current 
salary, to michaela.maycock@aht.org.uk or 
Michaela Maycock, Head of Human Resources, 
Animal Health Trust, Lanwades Park, Kentford, 
Newmarket CB8 7UU. Tel: 08700 509176. 



Closing date: 15 February 2008. 


Animal Health Trust 


AVEVA Open Evening 

Wednesday, 6 February 2008 - 1730 to 1930 hours 
High Cross, Madingley Road, Cambridge 



AVEVA is one of the world's leading software developers for 
the engineering industries. Our products are used to design, 
construct and support complex projects such as oil and gas 
platforms, power stations, chemical plant and ships. 

A successful, growing company, we have great career 
opportunities for software and engineering professionals to 
join our product development and support teams in 
Cambridge. 

To find out more visit our website, or to register, call us on 

01223 556655. 

-AVEVA 

CONTINUAL PROGRESSION 


www.aveva.com 
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ProQuest is a world leader in the development of premium 
databases, providing access to more thanl 25 billion digital pages of 
scholarly information across a broad range of disciplines. To find 
out more visit our website www.proquest.co.uk. We are now 
looking for the following individuals. 


TECHNICAL SUPPORT MANAGER 


The role will involve managing a team of Engineers with overall 
responsibility for delivering an exceptional standard of customer 
service on technical issues relating to our online products. The 
successful candidate will have management or team leading 
experience in a technology based discipline, an analytical mind and 
excellent customer facing skills. In addition relevant IT skills, 
excellent interpersonal skills and good attention to detail. A technical 
degree or minimum of 5 years working in a technical IT/software 
environment is essential. 


DATA SOLUTIONS EDITOR 


Can you provide efficient data processing and content management 
solutions? The role supports the content development team 
providing day to day technical assistance, creating and supporting 
processing tools and databases. To succeed you will have a strong 
technical aptitude, and be a team player with excellent 
communication skills. You will ideally have a good knowledge of 
Python or Perl scripting languages, SQL database experience and be 
prepared to work to deadlines. 


PRODUCT ASSURANCE ENGINEER (for 3 months) 


This role involves testing of our web products and CD ROM 
products for verification of the products conforming to the 
specifications and producing error reports on the reliability of our 
products. The ideal candidate will be educated in a technology 
based discipline, have a high level of computer literacy using PC 
based systems and an appreciation of Internet and browser based 
software. Equally important are an eye for detail, proven analytical 
skills, proactive approach, good interpersonal and written skills and 
the ability to work under pressure to fixed timescales. We are 
looking for an innovative approach to work which could result in 
improvements to our products. 


INTERNATIONAL SALES SUPPORT SPECIALIST, 
SERIALS SOLUTIONS 


Serials Solutions provide a complete and integrated family of e- 
resource access and management services for libraries and their 
patrons. The role is to hold responsibility for all marketing and 
sales support activities undertaken with regard to Serials Solutions 
and Ulrich’s products, in order that their brand impact, revenues and 
profitability to the company can be maximised throughout the 
product life cycle. The ideal candidate will have marketing, sales, 
training or product management experience, preferably in education, 
library or publishing sectors. In addition excellent presentation 
skills, be proactive and able to drive projects through. See 
www.serialssolutions.com for more information. 

To apply please email your CV with a 
covering letter, indicating your salary 
expectations, to recruit@proquest.co.uk 
or post it to: Human Resources, ProQuest, 

The Quorum, Barnwell Road, Cambridge, 

CB5 8SW. Closing date: 22/02/2008 



Pre Press 

Department 


■ We require several 
Trainee Pre Press 
Technicians to join our 
busy department. 

You would be part of a team 
working a 3772 hr week, assisting 
with the production of our 
newspapers and magazines, 
helping to ensure that our titles 
are produced to strict deadlines. 


We are a leading regional 
Newspaper publisher and a 
member of lliffe News and 
Media. Our titles include the 
award-winning Cambridge 
Evening News, 11 weekly 
newspapers, a stable of 
magazines and a suite of 
websites. 


Specific experience using a PC 
with QuarkXPress would be an 
advantage but full training will 
be given to an applicant who 
can demonstrate desire to learn 
new skills. 

If you are interested and would 
like to join our team please email 
Louise Shephard in the first 
instance for an application form: 

louise.shephard@cambridge- 

news.co.uk 

Closing dote Friday, 

8th February, 2008 


We offer a competitive 
salary, 5 weeks’ annual 
holiday and free on site 
parking. Following a 
probationary period there 
is an option to join a 
contributory pension 
scheme and subsidised 
health cash plan. 



Cambridge 

Newspapers 



It is the company’s policy to employ the best qualified personnel and 
provide equal opportunity for the advancement of employees including 
promotion and training and not to discriminate against any person 
because of sex, race, pregnancy, disability, marital or family status, age, 
sexual orientation, religious beliefs or trade union memberships. 



■ We are looking for a 
sub-editor to join our 
team of talented 
production journalists on 
the award-winning 
Cambridge Evening News. 

The News has won awards for its 
design and is currently the East of 
England Newspaper of the Year. We 
have recently launched a morning 
edition of the newspaper and are 
revamping our internet coverage. 

We are ideally looking for someone 
with knowledge of page design and 
the desire to hone their skills on a 
variety of pages ranging from hard¬ 
hitting news spreads to feature 
layouts. 

We offer a competitive salary, five 
weeks' holiday plus bank holidays, 
discounted healthcare cash scheme 
and free parking. 

Please apply to Karen Brooks, Editor's 
PA, with a CV and covering letter, by 
Friday 8th February 2008. Please email 
karen.brooks@cambridge-news.co.uk 
or write to Karen Brooks, Cambridge 
Newspapers Ltd, Winship Road, Milton 
CB24 6PP. 

Previous applicants need not apply. 


We are a leading regional 
Newspaper publisher and a 
member of lliffe News and 
Media. Our titles include the 
award-winning Cambridge 
Evening News, 11 weekly 
newspapers, a stable of 
magazines and a suite of 
websites. 


We offer a competitive 
salary, 5 weeks’ annual 
holiday and free on site 
parking. Following a 
probationary period there 
is an option to join a 
contributory pension 
scheme and subsidised 
health cash plan. 


Cambridge 

Newspapers 




It is the company’s policy to employ the best qualified personnel and 
provide equal opportunity for the advancement of employees including 
promotion and training and not to discriminate against any person 
because of sex, race, pregnancy, disability, marital or family status, age, 
sexual orientation, religious beliefs or trade union memberships. 


AdvarfGmJ Fiber Product 


Position Toolmaker / Model Maker - full time 

Applications are invited for the position of full-time Toolmaker/Model 
Maker for the new company Advanced Fiber Products Ltd. 

Reporting to the Operations Manager, the successful candidate will 
be responsible for running the internal tooling and model making 
machine shop, working closely with manufacturing, development and 
design engineers to produce jigs, fixtures, custom components and 
low volume specialised tools for production purposes. 

The ideal candidate must be a qualified machinist and should have 
multiple years of hands-on engineering experience. They need to be 
capable of programming, setting and running various machine types, 
often working to tolerances of tens of microns. The candidate must 
be a highly self-motivated individual capable of working to tight 
deadlines and have excellent skills for developing their own 
engineering concepts and solutions. This will involve working 
independently but also often as part of a team with senior 
engineering staff. 

An excellent salary will be provided for the right candidate. 

Please apply with a current CV to Chris Woodend (Operations 
Manager AFPG Europe). 

Via e mail: cwoodend@afpgco.com or in writing to: Advanced Fibre 
Products, Hollands Road Industrial Estate, Haverhill, Suffolk, CB9 
8PR, UK 



St Edtmmdsbury 

BOROUGH COUNCIL 


Download an application 
pack from our website 
www.stedmundsbury. 
gov.uk email: 

recruitment@stedsbc.gov.uk 
or phone our 24 hr job line 
on (01284) 757030. 

Please quote the relevant 
post number. 

1/1/e are committed to equal 
opportunities in employment and 
to safeguarding the welfare of 
vulnerable people. 1/1/e expect 
all staff and 

. Jfi/ volun teers to share 
these commitments. 


Haverhill Town Centre 
Manager 

£23,919 rising to £28,412 per annum 

28 hours per week (to be worked flexibly over 
4 to 5 days), temporary for three years. 

Haverhill is Suffolk's fifth largest town and is 
continuing to grow in size, confidence and success. 
The town is located in the Cambridge sub-region and 
is home to a number of successful international 
businesses. St Edmundsbury Borough Council has 
made the development of the town centre an 
Administration Priority and has committed funding, 
and is working with partners to deliver a range of 
exciting town centre schemes. 

We are looking to attract a talented individual to 
help bring about these changes and secure the 
long-term prosperity of the town, working with 
partners, and securing funding to support a 
programme of activities which will raise the profile 
of the town and improve the trading 'offer'. 

You should: • have excellent communication and 
networking skills • be creative and confident 

• have commercial sector skills • be an experienced 
manager with a strong, but personable leadership style 

• be motivated in operating at a strategic level but also 
able to get out on the street and make a difference. 
Closing date: 11 February 2008. 

Interview dates: w/c 25 February 2008. 

Post no. RES0322. 


Advertising Sales 
Representative 


Based in Royston 


■ We are looking to fill a 
telephone sales vacancy 
within our advertising 
department. 

The successful candidate will be 
responsible for selling advertising 
space, predominantly within the 
Royston Weekly News and building 
relationships with existing clients, 
whilst also seeking out opportunities 
from new sources. 


Working in the Royston Office, you 
will ideally have a background in 
sales, although this is not essential as 
full in house training will be given. 
Above all, you must be enthusiastic, 
confident and willing to seek out 
new business opportunities. A good 
standard of English and spelling is 
essential as is an excellent 
telephone manner. 


This position offers a basic salary of 
£11,800 plus an excellent bonus 
structure, ongoing training and the 
possibility of subsequent progression. 

For an application pack please 
call Tom Bushell-Smith on 
01763 249144 


Closing date for applications: 
Monday 4th February. 



We are a leading 
regional Newspaper 
publisher and a 
member of lliffe 
News and Media. 

Our titles include the 
award-winning 
Cambridge Evening 
News, 11 weekly 
newspapers, a stable 
of magazines and a 
suite of websites. 

We offer a 
competitive salary, 

5 weeks’ annual 
holiday. Following a 
probationary period 
there is an option to 
join a contributory 
pension scheme and 
subsidised health 
cash plan. 


Cambridge 

Newspapers 


It is the company’s policy to employ the best qualified 
personnel and provide equal opportunity for the advancement 
of employees including promotion and training and not to 
discriminate against any person because of sex, race, 
pregnancy, disability, marital or family status, age, sexual 
orientation, religious beliefs or trade union memberships. 


Advertising Sales 
Representative 


Based in Milton 


■ Are you hard working, 
self-motivated, 
enthusiastic and 
confident? 


We are looking for a target driven 
person to sell advertising space 
over the telephone, across our 
many titles. The role entails liaising 
with regular clients, seeking out 
new business opportunities and 
assisting with the design and 
layout of advertisements. 

A good standard of English and 
spelling is vital, as is an excellent 
telephone manner. Sales 
experience is preferred, but not 
essential as full in house training 
will be given. 

This position offers an excellent 
bonus scheme, on top of a 
competitive salary, ongoing 
training and the possibility of 
subsequent promotion. 

For an application pack, please 
call Louise Shephard, PA to the 
Advertisement Director, on: 

01223 434311 or email: 

louiseshephard 

@cambridge-news.co.uk 



We are a leading 
regional Newspaper 
publisher and a 
member of lliffe 
News and Media. 

Our titles include the 
award-winning 
Cambridge Evening 
News, 11 weekly 
newspapers, a stable 
of magazines and a 
suite of websites. 

We offer a 
competitive salary, 

5 weeks’ annual 
holiday and free on 
site parking. 
Following a 
probationary period 
there is an option to 
join a contributory 
pension scheme and 
subsidised health 
cash plan. 


Cambridge 

Newspapers 


It is the company's policy to employ the best qualified 
personnel and provide equal opportunity for the 
advancement of empbyees including promotion and training 
and not to discriminate against any person because of sex 
race, pregnancy, disability, marital or family status, age, sexual 
orientation, religious beliefs or trade unbn memberships. 
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Weekly Trainee 
Reporter 


■ We are looking for a 
trainee reporter to join our 
team of talented 
journalists at Cambridge 
Newspapers. 

The Cambridge Evening News and 
associated weekly titles have won awards 
for campaigns and the daily is currently 
the East of England Newspaper of the 
Year. 


We are a leading regional 
Newspaper publisher and a 
member of lliffe News and 
Media. Our titles include the 
award-winning Cambridge 
Evening News, 11 weekly 
newspapers, a stable of 
magazines and a suite of 


We have recently launched a morning 
edition of the newspaper and are 
revamping our internet coverage. 


websites. 


We now have a rare vacancy for a 
trainee reporter to join our team. 


We offer a competitive 


Initially, you would be based on the 
Cambridge Crier weekly title where you 
will be given the chance to develop your 
own conacts and exclusives. 

Ideally you will have completed an NCTJ 
pre-entry course or equivalent and have 
passed 100 wpm shorthand. 


salary, 5 weeks’ annual 
holiday and free on site 
parking. Following a 
probationary period there 
is an option to join a 


We offer a competitive salary, five weeks' 
holiday plus bank holidays, discounted 
healthcare cash scheme and free 
parking. 


contributory pension 
scheme and subsidised 
health cash plan. 


Please apply to Karen Brooks, Editor's PA, 
with a CV and covering letter, by Friday 
8th February 2008. Please email 
karen.brooks@cambridge-news.co.uk or 
write to Karen Brooks, Cambridge 
Newspapers Ltd, Winship Road, Milton 
CB24 6PP. 

Previous applicants need not apply. 


Cambridge 

Newspapers 





It is the company’s policy to employ the best qualified personnel and 
provide equal opportunity for the advancement of employees including 
promotion and training and not to discriminate against any person 
because of sex, race, pregnancy, disability, marital or family status, age, 
sexual orientation, religious beliefs or trade union memberships. 


East Barnwell Health Centre 

Practice Nurse and Medical Secretary required! 

Practice Nurse needed to join our team of Nurses and Health 
Care Assistants. Experience in, or an aspiration to develop in 
minor illness desirable. Approx 30 hours per week. 

Medical Secretary required to join our existing Secretary on a 
part time basis, approx 14 hours per week. 

Please send your CV, with a covering letter 'clearly stating 
your suitability for the role' to: The Practice Manager, East 
Barnwell Health Centre, Ditton Lane, Cambridge, CB5 8SP. 
Job description and practice information available on request. 
Tel: 01223 728900 or e-mail: julie.goldsmith@nhs.net 

Closing date: Monday 11 February, interviews w/c 
18 February 2008 
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CNC / Manual Centre Lathe Turners 


CNC / Milling Machine Operators 
For The Night Shift 

We are an established high quality engineering company 
specialising in precision-machined components. 

Due to expansion we are looking for additional Skilled 
Engineers for our night shifts, to be part of our friendly team 
based at Whittlesford and Sawston. 

The positions offer excellent salaries, company pension 
scheme and attractive benefits. 


Interested applicants please send CY or e-mail to 
sandra@klgiddings.co.uk or phone 01223 832638 


—- an 


KL Giddings Ltd 
Lion Works Station Road 
Whittlesford Cambs CB22 4WL 


o 

CARDINAL 

SECURITY 

Control Room Assistant/Supervisor required. 

Cardinal Security are looking for a conscientious individual 
who can become an integral part of their hard working 
Control Room Team. 


Duties include; 

• General control room Administration Duties. 

( as requested by Control Room Manager). 

• Communicating with Security Guards. 

• Rota’s and Shift provision for any Standby Staff. 

• Completing and Printing any associated reports 

Person Specification; 

• Must be computer literate. 

• Must be able to work well within a friendly team. 

• Must be able to use own initiative. 

• Experience of working in a Control Room environment is desirable 
but not essential as training will be provided. 

Various shift patterns available to the right candidates. 

This is a fantastic opportunity for the right candidate to join a friendly 
rapidly expanding business. 

To Apply please ring 01799 533 466 and speak to either Becky Bowles or 
Mick Stone to request an application form. 



CISCO NETWORK ENGINEER, Cambourne 

Salary range £30,000 — £40,000 dep on exp 

We are looking for a CCNP certified Network Engineer to join our Data Network 
team to assist in supporting the EMEA region. Based at our Head Office in 
Cambourne, you will share responsibilities for deploying and supporting all 
the data networking elements of our LAN and WAN infrastructure. The third 
line support you provide will cover 3 distinct business units as well as corporate 
areas, including support of internal and external customers. This is the outline 
of the role but it also requires employees to be confident self starters, happy 
team players and to have the ability to effectively plan and manage serious 
projects. 

You will only be considered if you have the following technical assets: 

• Full (current) CCNP certification 

• Thorough understanding ofTCP/IP and LAN/WAN protocols 
in general 

• Good working knowledge of OSPF & BGP routing protocols 

• Thorough understanding of Cisco IOS routers and switches 

• Good working knowledge of building/supporting Internet 
VPNs with Cisco PIX/ASA platforms 

• Experience of using support systems for trouble tickets and 
service requests 

• Good working knowledge of Cisco PIX firewalls and associated 
technologies 

• Experience of system access and data security issues 

• Some experience of MPLS networks. 

So, who are we and how big is this opportunity? Convergys is a global leader in 
providing integrated telecom billing services, customer care and employee care 
services within some of the world’s leading companies across many industries. 
We combine specialised knowledge and expertise with proven execution to 
deliver solutions implementation, technology consulting services, outsourced 
solutions and software support. 

We have clients in more than 70 countries speaking over 35 languages. We 
employ 74,000 employees worldwide and we have a turnover of $2.6 billion, 
we are members of the S&P 500 and we are a Fortune Most Admired Company. 
Impressed? 

If you are serious about your next challenge and can meet the above criteria, 
then it would be great to hear from you. Please send your CV, along with 
a brief email on why this is the right opportunity for you, along with your 
current salary and notice period, to recruitment.emea@convergys.com. Please put 
the following reference in the subject line: CiscoNE0108. Closing date: Weds 
13 th February 2008. Best of luck! 

★ fortune Convergys 

AMERICA’S MOST *••••. ^ , . 

2007 ADMIRED COMPANIES Out thinking. Outdoing. 


Cambridge _ _ 

Evening News 

To advertise please call the team 
on: 01223 434400 

email: recruitment@cambridge-news.co.uk 


With our focus on innovation 
and quality, European 
Antennas has established 
internationally a reputation for 
excellence in design and supply 
of antennas for commercial and 
defence applications. Our 
Cheveley, Newmarket centre of 
operations employs around 40 
staff working in small teams 
with the emphasis always on 
Quality and sustainable growth. 
The company has ISO 9001 
accreditation. 


BENEFITS PACKAGE 

Competitive salary 
Profit related bonus 
25 days annual leave 
Company pension scheme 
Healthcare scheme 


For more information 
about our Company 
and products visit 

www. european-antennas, co. uk. 


Closing date for applications: 
15th February 2008 
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SENIOR ENGINEER - ANTENNAS AND 

ACTIVE DEVICES 


We a seeking a workplace experienced Engineering or Physical 
Sciences graduate to join our small team of energetic and 
creative Engineers working on a wide variety of projects in the 
field of antenna and PA, LNA and diplexer design, production 
engineering and associated disciplines. Your experience of 
antennas or active devices (or both) will have been gained in a 
commercial environment, where it is essential to balance the 
technical specifications requirements with production and 
commercial demands. In particular, the design and 
development of LNA, PA and diplexers at L band and possibly 
higher frequencies is of interest to us as is the sourcing and 
specifying of industry standard modules from suppliers to a 
budget and short lead time. 

Your personal characteristics and attitude are regarded as 
equally important as your degree grade and subject and you 
will enjoy working in a small team environment 
(approximately 10 people) with multiple challenges. 

You will be supported and trained in all the Company specific 
skill requirements and you will equally progress to enjoy a 
large degree of autonomy in your work. 

To apply, please send your CV with a covering letter to: 

Mrs Tina Turkentine 
European Antennas Ltd 
Lambda House 
CHEVELEY 
Newmarket, Suffolk 
CB8 9RG 
Tel: 01638 731888 

E-Mail: tina.turkentine@european-antennas.co.uk 
A Cobham pic company 
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Owned by FCC, the international services and construction group. 
Waste Recycling Group is a UK market leader in the management 
of society’s wastes. Employing around 1,100 people, the Group 
processes more than 13 million tonnes of waste each year. 

We operate more than 200 facilities to manage waste 
throughout the UK. 



Site Manager 

Buckden, Huntingdon. 

Competitive package, including car allowance. 



You will become a key player in Waste Recycling Group's East Anglian 
region with responsibility for the safe and compliant management 
of landfill sites, transfer and recycling operations in accordance with 
site permits, licenses and company standards. You will have full P&L 
responsibility and will plan and manage resources in order to achieve 
financial targets and operational KPIs, and will be a pivotal player 
in the development of your business units. You will promote 
a strong Health and Safety culture and ensure compliance 
with safety regulations and best practice. 

With a proven record of successful operations management in 
the waste, process or allied sector, you will demonstrate effective 
people, customer, regulator and stakeholder management skills. 
Ideally, you will hold a COTC qualification. 

To request an application form, please contact Melanie Wharton 
on 01302 303037 or email melanie.wharton@wrg.co.uk, quoting 
reference number 1060. Closing date: 03/03/08. 

An equal opportunities employer. 


Find out more about us at www.wrg.co.uk 
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Receptionist 

Devonshire House Dental Practice is one of the 
country’s leading Specialist Dental Practices; we 
offer a range of Prosthodontic, Periodontic, 
Orthodontic, and Endodontic treatments hand in 
hand with a wide range of routine dental care. We are 
seeking a receptionist to join our busy team to assist 
with patients & visitors to the practice. 

The role is a stimulating one with a strong patient 
care focus. We are looking for someone who has 
some experience in providing a high standard of 
patient /customer care. We are looking for someone 
who is capable of problem solving; communicating 
at all levels and has excellent time management 
skills. A team player with a ‘can do’ attitude along 
with a bright and friendly disposition is essential. A 
dental background would be desirable but not 
essential as training will be given. 

In return we offer a four day week (35hrs), 
competitive salary, practice pension scheme, 
ongoing training program and a friendly working 
environment. 

If you think you are what we are looking for then 
please send your CV and covering letter with details 
of your salary expectations to: 

Maria Needham, Practice Manager 
Devonshire House Dental Practice, 

2 Queen Edith's Way, 

Cambridge, CB17PN. 

Or email to 

maria.needham@devonshirehousedental.co.uk 

Closing Date: 7th March 2008 


HAYS 

Social Care 


Social Care Open Day 


Hays Social Care is holding an open 
day on Wednesday 6th February 2008 
between 10am-4pm to recruit Care 
Assistants, Support Workers and Social 
Worker Assistants in and around the 
Cambridgeshire area. 

The roles will be working within the 
following sectors: elderly, mental health, 
physical disabilities, learning disabilities 
and children. 

The open day is being held at: 

46 St Andrews Street, Cambridge, 
Cambridgeshire CB2 3AH. If you 

would like to attend or for further 
information on the open day and roles 
available please call Emma Riggon on 
020 7636 7340 or email 
emma.riggon@hays.com. 

Specialist Recruitment hays.com 


A " 

We are a small friendly, Fenstanton based 
company who manufacture aluminium 
framed tensioned fabric membrane 
structures and install at our customers 
premises nationally. As with all our 
operations, Quality control and Health & 
Safety is at the forefront of our expansion. 
We have the following positions available 
to support continued growth: 

Installer / Production Team Member 

We are looking to recruit an installer / 
production team member with a keen eye 
for quality of work produced. The role will 
also involve visiting sites around the 
country to produce Quality inspections on 
our products and carry out repairs as 
required. 

Please call Vanessa Reed on 

01480 498297 for an application form now 

date for position is 08/02/08 


Closing 



Become a Counsellor 
Psychotherapist or 
Hypnotherapist 


Change your life, help others 
and earn from £45 per hour 


Accredited, Professional Diplomas since 1998 

Venue: Cambridge 


www.chrysalis.uk.net 


Classes Fill Quickly - Act Now 


Call Now 0844 826 6150 



WEEKLY NEWS 


WEEKLY INDEX 


BUILDING 


GARDEN SERVICES 


RUNHAMS BUILD 

& ASSOCIATES 

‘The Complete ‘Butfding Service 

Extensions/Loft Conversions • Fitted Kitchens 
& Bathrooms • Ceramic & Stone Wall and Floor 
Tiling • Decorating - Interior & Exterior 
Insurance Work Undertaken • Free Estimates 


2 Sassoon Close • Newmarket • Suffolk CB8 OSZ 
Freephone 0808 155 6769 Mobile 07837 116994 
www.runhamsbuild.co.uk 



1 S. King 


Painting, Fencing, 

Interior Exterior Maintenance 
Landscaping & Property Repair Service 

Simon King 

Tel: 01638 742208 
Mob: 07742 308334 





Tony Jullion 


For all your plumbing, heating 

and home improvement 
requirements. Kitchens and 
bathrooms fitted. 

Free estimates 

Phone Mildenhall 


01638 715966 - 07850 839615 


HOME 

ENTERTAINMENT 


D.N. Jenkins Ltd 


T.V - Audio - Satellite - Video 
Sales & Service 


52 Carter Street, Fordham, Cambs 
Tel: 01638 720 350 



DAVID TARVER 
BUILDING SERVICES 

GENERAL BUILDING & 
CONSERVATION 

All aspects of building undertaken 

Extensions - Loft conversions - Plastering 
Roofing - Renovation - Refurbishment 
Maintenance - Repair - Lime work 

FREE ESTIMATES 

el: 01638 716991 (M) 07880 868117 
Mail david@tarver.fsbusiness.co.uk 
www.thebestof.co.uk/newmarket 


g 
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Outside Improvements 

• Patios • Decking • Fencing 
• Gravel, Turf, Concrete, Guttering 
and Drains 

No job too small 
Reasonable Prices 

Tel: 01638 716475 for FREE quotation 


JPENN 

BUILDING 

SERVICES 

• Painting & 
Decorating 

• Plumbing 

• Carpentry 

• Kitchens/Bathrooms 

All property 
maintenance 
undertaken. 

No job too small 
Tel: 01638 661666 
Mob: 07952 431512 


% 
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COMPUTER 

REPAIRS 


TILING & 
PLASTERING 


All aspects of computer 
repair undertaken by a 
qualified professional with 
many years experience in 
the IT trade. 

• No job too small 

• Competitive low rates 
guaranteed 

For a free, no obligation 
quote call Daniel on 

01638 578693 
or 07754 214194 

Email: 

danielemanueljames 
@ hotmail.co.uk 


TILING 

SOLUTIONS 

Friendly, 
reliable service 

• Floor & Wall Tiling 

• Plastering 

• All aspects covered 

• FREE estimates 

Phone: 01638 601175 
Mob: 07985 367738 


telegear A 


METAL 

RECYCLING 


AERIALS - SATELLITE - TV SYSTEMS 


Digital & analogue aerial installations 
Satellite systems: Sky/international 
Extra-room extensions and multi-room control 
Fault finding and repairs 
Free survey & estimates 

Fully equipped - insured - extensive local knowledge 
Pride in our customer care and support 

CAI qualified engineers only - over 20 years experience 


Call 01638 744144 or 07795 425 646 


www. telegear. co. 


telegear price promise: our quotes are competitive 
and guaranteed not to increase! 


EM 
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QUICK SHIFT 
RECYCLE 

We buy cars, 
vans and 
lorrys and 

most metals. 

Call for cash 
TODAY 

07826 191096 


KJC Garden Services 

- 

Grass cutting / weeding / fencing 
Hand made gates / all work guaranteed 
General garden clearing / Fully insured 
Portfolio available 

Also specialising in rental properties 

Ask for Ken on: 01638 568728 
Or 0771 3133314 
www. kjcgardenservices.blogspot. com 


ROOFING 


THOMPSON 

ROOFING 


All roofing work undertaken jq 

Insurance quotes, also free quotes. 

Flat roofing, slating & tiling (repairs) 
UPVC & guttering specialists, 
chimneys, re-pointing & rebuilding 

(01638) 750940 or 07747 843116 


Lodge Roofing 

The Roofing Specialists 






14a Depot Road, Newmarket 


01638 561261 


ALL ROOFING WORKS UNDERTAKEN 

FLAT ROOFING SPECIALISTS 




PLASTERER 

30 years 
experience 

• Plastering over Artex 

• Coving 

• Rendering 

• Free estimates 

No job too small 

Phone Dave 
01638 716476 
or 07887 483509 


iLEARN\ 
A NEW 
LIFE SKILL 
■2Drive 


Teaching you safe 
driving for life 
Fully Qualified ADI 
Dual Control Car 
Friendly Patient 
Instruction 
Sue Davies 
01638 711823 
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WMARKET WEEKLY NEWS 


I WEEKLY INDEX 

PLUMBING I I GAS & ELECTRICAL 



Degree 


Covering all aspects of Plumbing & Heating 

BOILERS CHANGED FROM £999 

Tel: 01638 601165/561812 
Mob: 07903 838646/07894 036688 

■ 1 ' 


Domestic Electrics 

Washing Machines 

Dishwashers 
and cooker repairs 



CALI FREE on 0800 9707869 

01440713030 

NO call out charge or VAT 

SERVICES & REPAIRSTO All MAKES GUARANTEED 


DRIVER & VAN 



mrm 


with Newmarket Easy clear, 
Removals & Delivery Services 
Deliveries & Collections 
• House • Office • Garden 
Courier Services 
Fully Licenced • UK & Europe 
Please call for a free estimate: 

01638 750940 / 07747 843116 


HELP IS NEVER FAR AWAY! 


DRIVING INSTRUCTION 


t 

A 0 DRIVE E 


FOR QUALITY, 
AFFORDABLE 
DRIVING TUITION 
CALL 

01638 602597 
07966 707161 

OR VISIT OUR WEBSITE 

www.agodrive.co.uk 


BR PLUMBING 

Domestic installations & maintenance 
Professional and friendly service. 

Free estimates 

Complete bathroom suites including showers and 
heating. Radiators and cylinders. 

No job too small 
Please call BRIAN on: 

01440 764978 or 07769701348 


BRIBGCK 

plumbing & heating 

• All plumbing undertaken 

• Gas & Oil full central heating installations 

• Boiler servicing & System upgrades 

• Landlord certificates 

• Power flushing 

• Bathroom/shower installations 


We value 
your custom 


Tel: 01638 562976 


Mobile: 07775 868809 
LLiLiJiij.bribeck.co.uk 


SOFT FURNISHINGS 


anna 

Soft Furnishings and Curtain Making 

• Quality handmade curtains, blinds 
& cushion covers. Made to measure. 

• Friendly, professional & affordable 
service. 

Contact Anna: 01638 660106 


BATH ENAMELLING 


DON’T REPLACE YOUR BATH! 




BATH STUDIO will re-enamel your 
bath in your own home for a fraction 
of the cost of replacement. 

Ring BATH STUDIO 

now to arrange a free on-site 
assessment and quotation 

Cambs- 01638 781845 
London - 0208 444 2383 


www.bathstudio.co.uk 


HANDYMAN 


COLIN DUNN 
Handyman 

No job too small 

• Carpentry 

• Plumbing 

• Gardening 

• Decorating 

• General 
maintenance 

• Free quotes 

01638 661867 
07950 895574 




HANDYMAN 

Handyman and 


nftliv l Ivlfill 

Can decorate and fit 

Garden Servers 


or fix most things around 

— tls .»♦: Rnutta. 


the house or garden. 

1 - Vi pit > 1 - 

- • Nt r-»r ► - 


Free quotes provided 

11418 61SD! 


Tel: 01638 661008 

irminiw 


Mob: 07876 676094 



Darren Allan 
Building 
Maintenance/ 
Handyman 

All aspects of work in 
and around the home: 
Gardening/ 
fencing/Plumbing 
Drainage Painting and 
Decorating 
Patios/Tiling etc 
No job too small - 
Free Quotes 
Tel: 01638 604947 
Mob: 07913 301478 


NEED AN ELECTRICIANS 
GALL STUART NOW 

SJ ELECTRICAL SERVICES 



INSPECTION TESTING 

SMOKE DETECTORS 


24 HOUR CALL OUT 



CITY&GUILDS APPROVED. OVER 10 YEARS EXPERIENCE 


( 01638 ) 603254 

Mobile 07889 977459 


Gas Heating 
Services Ltd ▼ 

Boiler Servicing & Breakdowns 
inc Combination Boilers 

Suppliers and installers of 
domestic gas appliances. 

Gas cookers from leading manufacturers 
supplied, fitted and repaired. 

Bathrooms/showers supplied and installed. 

Tel: 01638 781178 
Mob: 07774 737409 or 
07836 661607 



SAKFIAMC 

Gas Heating Services 


• Installation • Plumbing 

• Servicing • Repairs 

• All work guaranteed 

Tel: 01638 605211 

Mob: 07711 88 88 28 




DATING AGENCIES 


Est 1991 


ACROSS 
THE ROOM 




Personal Introduction Agency 

All ages welcome! 

Colour photo profiles! 

Plus FREE membership of our fantastic social scene! 

Call Eleanor now for a friendly chat and 
free brochure on: 

01449 722800/722700/722333 

www.acrosstheroom.co.uk 
e-mail: info@acrosstheroom.co.uk 


PLASTERING 


SDC 

PLASTERING 

All aspects of 
plastering undertaken 

Rendering, Coving 
Insurance work 
CIS Registered, 
Fully Insured 
For FREE quotation 
call Steve Cannon 

01440 712355 
07977119829 



'ute 


M7 L 

Ah LECTRICAL 


DOMESTIC INDUSTRIAL COMMERCIAL 
INSTALLATIONS A MAINTENANCE 

PA TTitNrg 

FREE ESTIMATES- 24 MOOR CALL OUT 


C All Sim on 

ToliFai No D16ifl 552*41 

Mobile Mo. 07816 040672 




ANfUU CAS & 
ELECTRICAL SERVICES ▼ 

No. 150846 

Sales - Service - Repairs- Installation 

10% Discount off Gas Boiler Services 
Autumn/Winter 

• Gas Boiler/Central Heating Systems 

• Domestic Gas Appliances/Dual Fuel Appliances 

• Nat Gas/LPG Landlord Safety Checks 

• Electrical Appliances/Portable Appliances Testing 

• Essential Electrical/Plumbing Maintenance 

Contact: Jim Perry Phone/Fax 01638 741432 
Mobiles 07768 856 456 


a • 

All Electrical Work 


P D RAMPLEY 


Electrical contractor 
domestic, agricultural, 
industrial. 


Also domestic appliances 

N.I.C.E.I.C 

approved contractor 


24 hour service 


Telephone 

NEWMARKET 720668 
Mobile Tel: 07860 820386 


• • 


Acraiecn 


Boiler Servicing 
& Repairs, 
Heating & 
Plumbing. 

Corgi 

registered. 


Tel: 01638 742998 
plumber@acratech.co.uk 


RE-UPHOLSTERY 


For all your re-upholstery 
and loose cover needs 

Call Rhodabourne 

01638 750533 


PROPERTY MAINTENANCE 



RJC Developments 

Property Maintenance 
& Refurbishment 

Home: 01638 552108 

Tiling 

Kitchens & Bathrooms 
Flooring 

General Maintenance 
Small Jobs 


Richard Coomber 

NO JOB TOO SMALL 

Mobile: 07826 543388 

Plumbing 
Carpentry 
Painting 
Floorboard Sanding 
Complete Refurbishment 




R.B.F. 

Glazing 

Domestic Glazier 

30 Yrs Exp 


Misted Double Glazed 
Units Replaced 


Broken Windows, Cat Flaps, 
Greenhouse Repair, 
Sashcords replaced 
Free Estimates 

Tel: 01353720402 

for all your domestic 
glazing requirements 
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Call FREE 0800 056 5590 

Let us help you to find Love... Call today! 

i 




IF YOU’RE looking to meet or 
chat to someone, look no further 
- Call 0909 105 1197 or text 
DATE209 to 88300. 

BORED OR LONELY? CALL 
0905 232 0899 NOW. 
ATTRACTIVE slim lady, 60’s, seeks 
tall male partner for sequence danc¬ 
ing. Must have a car. Tel No: 0905 
670 0223 Box No: 275460 
AFFECTIONATE female, 37, 5ft 
4ins, brunette, blue eyes, slim, easy¬ 
going, seeks tall, string, kind male, 
40-50 to share life with. Tel No: 0905 
670 0223 Box No: 261820 
ATTRACTIVE honest, fun, single 
mum, varied interests, seeks decent 
male, 38-55 for company and rela¬ 
tionship. Tel No: 0905 670 0223 Box 
No: 231733 ® 

GUY in good shape required to try 
new experiences, with an independ¬ 
ent, slim blonde with lovely blue 
eyes and a beautiful smile. Are you 
interested? Tel No: 0905 670 0223 
Box No: 264748 

ARTISTIC lady, 49, slim, attractive, 
seeks fun loving, sensual male for 
no strings fun times. Tel No: 0905 
670 0223 Box No: 261464 
FREE on Wednesday’s? Fancy try¬ 
ing ballroom dancing? Attractive, 
intelligent, 5ft 8ins lady, 45 needs a 
partner. Tel No: 0905 670 0223 Box 
No:269370 

FEMALE 29, seeks male, 30-45 for 
fun times. Tel No: 0905 670 0223 
Box No: 233352 

LONELY widow, would like to be 
wined and dined by a mature and 
experienced male. Call to find out 
more. Tel No: 0905 670 0223 Box 
No: 264751 

ATTRACTIVE lady, 59, blonde hair, 
blue eyes, GSOH, seeks warm 
hearted male for loving relationship 
and outings. Tel No: 0905 670 0223 
Box No: 263891 

CLARE 19, busty, blonde, attractive, 
seeks male for fun times. Tel No: 
0905 670 0223 Box No: 261952 
ATTRACTIVE divorcee, 58, 
brunette, N/S, likes home life, Tv, 
gardening, days out, seeks genuine, 
caring male for friendship, maybe 
more. Tel No: 0905 670 0223 Box 
No:268772 

THAI lady 39, likes cooking, travel, 
seeks single dad/male, 40-50 for 

LTR. Tel No: 0905 670 0223 Box 
No:237746 

ATTRACTIVE female, 43, slim, 
blonde, 5ft 7ins, seeks medium build 
male, 40-48 with GSOH. Tel No: 
0905 670 0223 Box No: 263856 
SEXY black lady, seeks male, any 
age for romance. Tel No: 0905 670 
0223 Box No: 263846 
ATTRACTIVE lady 49, warm, loving, 
likes nights out, cuddles, seeks kind, 
loving male for happy relationship. 
Tel No: 0905 670 0223 Box No: 
263451 

KAREN 45, smart, attractive, seeks 
gent who knows what he wants. No 
young baggage please, grown up 
children only. Tel No: 0905 670 0223 
Box No: 259916 

SLIM attractive female, 38, seeks 
intelligent, witty male, 38-48 for fun 
times. Tel No: 0905 670 0223 Box 
No: 255200 ® 

43YR old mum, lives in graveyard, 
one teenager, two dogs, three cats, 
if your not put off, she’s worth it. Tel 
No: 0905 670 0223 Box No: 252112 
36YR old female, easygoing, 
GSOH, affectionate, caring, seeks 
genuine male prepared to get to 
know her for companionship. Tel No: 
0905 670 0223 Box No: 259756 
ATTRACTIVE outgoing, sensual, 
petite blonde, seeks fit, caring, reli¬ 
able, N/S male between 35-45 for 
fun times, maybe more. Tel No: 
0905 670 0223 Box No: 251965 ® 
ATTRACTIVE lady, 49, blonde hair, 
blue eyes, medium build, genuine, 
affectionate, GSOH, seeks warm 
hearted male for loving relationship. 
Tel No: 0905 670 0223 Box No: 
251238 


Text Chat! 


Get Chatting NOW! 

Se " d DATE209 

"88300 



COUNTRY lady, 50, slim, fit, N/S, 
Christian, likes animals, motor sport, 
aviation, seeks likeminded, kind 
male, 49-60 for friendship, maybe 
more. Tel No: 0905 670 0223 Box 
No:249652 B 

PETITE slim, fit brunette, loves hik¬ 
ing, red wine and coffee, WLTM fit 
male for fun and excitement. Are you 
up for it? Tel No: 0905 670 0223 
Box No: 264745 

SLIM blonde female, 35, seeks 
male, 30-45 with GSOH for fun 
times. Tel No: 0905 670 0223 Box 
No:249304 

BLONDE widow, 70, smart, caring, 
seeks gentleman for kisses, cud¬ 
dles, meals out, maybe more. Tel 

No: 0905 670 0223 Box No: 248208 
CARING attractive female, 70, many 
interests, seeks 70’s gent to enjoy 
life and TLC. Tel No: 0905 670 0223 
Box No: 244202 

SINGLE mum, petite, shy, seeks 

male for LTR. Tel No: 0905 670 
0223 Box No: 243579 
ATTRACTIVE shy 55yr old lady, 
seeks genuine, attractive gent, 55- 
63 for friendship/relationship. Tel 
No: 0905 670 0223 Box No: 243478 
PETITE blue eyed blonde, likes 
going out, but requires loving most 
of all, looking for Mr. Right, could it 
be you? Tel No: 0905 670 0223 Box 
No:264738 

LAURA 25, single mum, likes meals 
out, cooking, seeks male for fun 
times. Tel No: 0905 670 0223 Box 
No: 241716 

EMMA busty brunette, early 30’s, 
likes music, talking, travel, seeks 
good listener to share interests. Tel 
No: 0905 670 0223 Box No: 239339 
SHY quiet, single mum, 40, 5ft 8ins, 
blue eyes, brown hair, many inter¬ 
ests, seeks caring, honest male. Tel 
No: 0905 670 0223 Box No: 237050 
SENSUAL 40yr old, slim, blonde 
hair, blue eyes, WLTM sensual man 
to share nights in with. Tel No: 0905 
670 0223 Box No: 236530 
LOVING lonely lady, 44, medium 
build, looking for sensual no strings 
fun. Tel No: 0905 670 0223 Box No: 
229039 

GORGEOUS slim 46yr old blonde, 
great legs, seeks friendly male for 
fun nights out. Tel No: 0905 670 
0223 Box No: 227400 B 
BLONDE confident, attractive, early 
50’s N/S female, likes music, out¬ 
doors, cooking, WLTM honest, down 
to earth male, 50-65 for good times. 
Tel No: 0905 670 0223 Box No: 
226953 

BUSTY blonde 30, likes nights in, 
bingo, seeks similar male to share 
fun with. Tel No: 0905 670 0223 Box 
No:225007 

SLIM lady, very caring, loving and 
honest, so much love to give, to the 
right person. Tel No: 0905 670 0223 
Box No: 223041 B 
ATTRACTIVE Russian female, 45, 
enjoys music, cooking, countryside, 
seeks intelligent male, for friend¬ 
ship/relationship. Tel No: 0905 670 
0223 Box No: 220259 B 
LONELY female, 60’s, honest, car¬ 
ing, energetic, seeks genuine, lone¬ 
ly male, 60-70 with GSOH for LTR. 
Tel No: 0905 670 0223 Box No: 
270506 

FEMALE 55, medium build, blue 
eyes, light hair, GSOH, bubbly, 
seeks male for romance and more. 

Tel No: 0905 670 0223 Box No: 
270450 

38YR old female, 5ft, brown 
hair/eyes, medium build, likes nights 
in/out, cinema, pubs, seeks N/S, 
clean shaven male for friendship, 
maybe more. Tel No: 0905 670 0223 
Box No: 266986 

ATTRACTIVE female, 25, with 
beautiful blue eyes, seeks honest, 
tall, guy for laughs and uncomplicat¬ 
ed fun. Tel No: 0905 670 0223 Box 
No: 261734 

ANNIE 40, single mum, caring, hon¬ 
est, down to earth, seeks nice male 
to share life with. Tel No: 0905 670 
0223 Box No: 266158 
JANE 42, 5ft 3ins, friendly, outgoing, 
seeks tall, caring, reliable, romantic 
male, 38-45 for friendship, maybe 
more. Tel No: 0905 670 0223 Box 
No:265950 

PETITE lady, likes gardening, cine¬ 
ma, travel, dancing, seeks N/S male, 
40-50 with similar interests. Tel No: 
0905 670 0223 Box No: 265792 
ARTISTIC female, 44, good with her 
hands, seeks tall, talented male to 
explore new and exciting experi¬ 
ences with. Tel No: 0905 670 0223 
Box No: 264731 

47YR old female, 5ft 3ins, brown 
hair, blue eyes, 5ft 3ins, likes nights 
out, travel, talks, walks, seeks caring 
gent for friendship, maybe more. Tel 

No: 0905 670 0223 Box No: 265124 


BUBBLY female, 33, brown hair, 
hazel eyes, seeks male, 29-35 for 
romance and more. Tel No: 0905 
670 0223 Box No: 264378 B 
ATTRACTIVE fashionable lady, 56, 
seeks attractive gent, 55-65 for rela¬ 
tionship. Tel No: 0905 670 0223 Box 
No: 264364 

21YR old female, 5ft 8ins, blonde 
hair, blue eyes, seeks male, 22-30 
for friendship, maybe more. Tel No: 
0905 670 0223 Box No: 264253 
YOUNG 60’s female, kind, honest, 
seeks genuine male for good times 
together. Tel No: 0905 670 0223 
Box No: 263349 

SLIM bubbly female, 28, likes foot¬ 
ball, speedway, nights in/out, seeks 
male, 28-35 for friendship, maybe 
more. Tel No: 0905 670 0223 Box 
No: 262853 

ATTRACTIVE 28yr old single mum, 
likes days/nights in/out, seeks gen¬ 
uine male for fun times, maybe 
more. Tel No: 0905 670 0223 Box 
No:258020 

39YR old single mum, caring, likes 
reading, Tv, knitting, walks, shop¬ 
ping, seeks caring, romantic male 
for friendship, maybe more. Tel No: 
0905 670 0223 Box No: 262489 
WANTED! Male 6ft 2ins plus with 
GSOH, 45-50 for lady 46, tall, attrac¬ 
tive with great personality for fun and 
friendship. Tel No: 0905 670 0223 
Box No: 261142 

MICHELLE 43, young looking, olive 
skinned, seeks professional, solvent 
male, 26-45. Tel No: 0905 670 0223 
Box No: 260850 

ATTRACTIVE young 40, confident, 
professional, 5ft 3ins, brown eyes, 
seeks nice professional gent for 
good conversation and TLC. Tel No: 
0905 670 0223 Box No: 260196 
ACTIVE widow, attractive, 60’s, likes 
most things, seeks country gent for 
friendship/LTR. Tel No: 0905 670 
0223 Box No: 259987 
AMANDA 38, divorced, dark hair, 
blue eyes, seeks honest male with 
GSOH for friendship/relationship. 
Tel No: 0905 670 0223 Box No: 
259899 

ATTRACTIVE slim, black female, 
30’s, many interests, HIV positive, 
seeks kind, decent, professional 
white male, under 45. Tel No: 0905 
670 0223 Box No: 258374 
35YR old black female, genuine, 
honest, likes travel, walks, nights 
out, seeks genuine male for friend¬ 
ship, maybe more. Tel No: 0905 670 
0223 Box No: 256551 
GOOD looking, blonde female, slim, 
likes laughter, white wine, seeks 
hunky, honest male, 55-60 for fun 
times, maybe more. Tel No: 0905 
670 0223 Box No: 254310 
ATTRACTIVE active, early 50’s lady, 
GSOH, many interests, seeks hon¬ 
est, caring, fun male, 48-58. Tel No: 
0905 670 0223 Box No: 254133 
30YR old single mum, slim, 5ft 6ins, 
fun, seeks caring male, 25-35. Tel 
No: 0905 670 0223 Box No: 253875 
FEMALE 47, seeks male for TLC, 
maybe more. Tel No: 0905 670 0223 
Box No: 251527 

55YR old widow, likes countryside, 
cycling, art, live music, seeks male 
for friendship. Tel No: 0905 670 
0223 Box No: 251492® 
ATTRACTIVE professional brunette 
45, happy, tactile, likes travel, wine, 
walks, seeks similar tall guy for fun, 
romance and passion. Tel No: 0905 
670 0223 Box No: 250889 
FEMALE 47, smoker, single mum, 
likes animals, seeks genuine com¬ 
panion. Tel No: 0905 670 0223 Box 
No:249804 

CONFIDENT 59yr old, dark hair, 
blue eyes, GSOH, N/S, educated, 
WLTM similar for friendship, fun and 
maybe more. Tel No: 0905 670 0223 
Box No: 249442 

FEMALE 57, solvent, caring, hon¬ 
est, seeks N/S, caring male for 
meaningful relationship. Tel No: 
0905 670 0223 Box No: 249392 
YOUNG 57yr old, smoker, GSOH, 
bubbly, sincere, outgoing, WLTM 
someone similar. Tel No: 0905 670 
0223 Box No: 248405 
ATTRACTIVE female, 18, 5ft 3ins, 
medium build, dark hair, varied inter¬ 
ests, seeks honest, reliable, similar 
aged male. Tel No: 0905 670 0223 
Box No: 247417 

SMART female, 62, likes theatre, 
reading, meals out, seeks male to 
share time with. Tel No: 0905 670 
0223 Box No: 247400® 

WIDOW 61, likes music, driving, ani¬ 
mals, seeks male for fun and friend¬ 
ship. Tel No: 0905 670 0223 Box 
No:246858 

HAPPY caring female looking for 
someone to love and share good 
times with. Tel No: 0905 670 0223 
Box No: 245710 



toCHAT? 

for TEXT TALK 

—-►SEND 

DATE509 

—-►TO 

88300 


or call for LIVE CHAT! 


I 0906 96618951 

ATTRACTIVE shy 25yr old women 
with two children, seeks honest, fun 
man for friendship/more, GSOH a 
must. Tel No: 0905 670 0223 Box 
No:245699 

FUNNY slim, curvy, single, attractive 
female, seeks a man to deliver her 
milk tray. Tel No: 0905 670 0223 
Box No: 245474 B 
42YR old curvy, attractive blonde, 5ft 
6ins, size 16-18, GSOH, bubbly, sin¬ 
gle mum, seeks caring, romantic, 
loving, sincere gent to share life 
with. Tel No: 0905 670 0223 Box 
No:245341 

LOVING caring, active female, likes 
country outings, nights in/out, ani¬ 
mals, seeks genuine guy with similar 
interests for LTR. Tel No: 0905 670 
0223 Box No: 242343 
HONEST kind, loving female, 30, 
slim, GSOH, brown hair/eyes, medi¬ 
um build, seeks similar male. Single 
dad welcome. Tel No: 0905 670 
0223 Box No: 241219 
ATTRACTIVE retired, 60yr old 
female, black hair, likes most things, 
seeks N/S male for friendship/rela¬ 
tionship. Tel No: 0905 670 0223 Box 
No:240683 

38YR old single mum, medium build, 
caring and honest seeks male, 38- 

45 for LTR. Tel No: 0905 670 0223 
Box No: 240563 

43YR old female, seeks male to 
share lots of laughs with. Tel No: 
0905 670 0223 Box No: 240445 
63YR old attractive female, GSOH, 
likes socialising, meals out, walks, 
animals, seeks similar male for 
friendship/relationship. Tel No: 0905 
670 0223 Box No: 240344 
FEMALE 52, slim, N/S, likes cine¬ 
ma, walks, nights in/out, seeks N/S 
male, 50-58 for friendship, possible 
LTR. Tel No: 0905 670 0223 Box 
No: 240170 

MARY-ANNE 46, slim, attractive, 
blonde, divorced, likes walks, seeks 
caring, loyal, honest male for great 
relationship. Tel No: 0905 670 0223 
Box No: 239793 

CUDDLY single mum, 30, seeks 
male, 30-45 for romantic nights 
in/out and possible romance. Tel 

No: 0905 670 0223 Box No: 
239071 B 

FEMALE likes rock/blues music, 
seaside, gardening, seeks male with 
similar interests. Tel No: 0905 670 
0223 Box No: 238935® 

54YR old female, happy go lucky, 
likes reading, writing, crosswords, 
camping, seeks genuine, honest 
male for friendship, maybe more. Tel 
No: 0905 670 0223 Box No: 236912 
ATTRACTIVE slim female, 42, bub¬ 
bly, outgoing, fun, seeks special 
someone for lots of romance. Tel 
No: 0905 670 0223 Box No: 236622 
56YR old female, blonde, blue eyes, 
medium build, smoker, non drinker, 
honest, caring, romantic, seeks 
male for LTR and good times. Tel 
No: 0905 670 0223 Box No: 236383 
ATTRACTIVE female, 37, single 
mum, 5ft 4ins, caring, loving, GSOH, 
likes most things, seeks male, 38-45 
for friendship/relationship. Tel No: 
0905 670 0223 Box No: 235890 
YOUNG 60, widow, new to area, 
blonde hair, blue eyes, seeks caring 
male for fun, friendship, maybe 
more. Tel No: 0905 670 0223 Box 
No:235734 

LINDA 48, N/S, 5ft 9ins, seeks pro¬ 
fessional male, 40-54 with GSOH for 
fun, friendship and socialising. Tel 

No: 0905 670 0223 Box No: 
234401 B 

EASYGOING friendly 46yr old 
female, likes motorbikes, seeks 
male with similar interests. Tel No: 
0905 670 0223 Box No: 234360 
ANIMAL lover, seeks caring, loving 
gent with GSOH for friendship, 
maybe more. Tel No: 0905 670 0223 
Box No: 234336 

FUN loving 38yr old female, slim, 
attractive, likes motor sport, pubs, 
cinema, eating out, seeks male for 

LTR. Tel No: 0905 670 0223 Box 
No:234332 


MEN oee&ctuz. 

WOMEN 


LOOKING to MEET or CHAT to 

someone, look no further Call 

0909 105 1197 or text DATE209 
to 88300. 

MALE 41, 5ft 7ins, no ties, blue 
eyes, brown hair, likes horses, coun¬ 
try pubs, meals out, seeks female, 
35-46 for friendship, maybe more. 

Tel No: 0905 670 0223 Box No: 
275430 

YOUNG looking male, 50, tall, 
romantic, slim, seeks similar slim, 
N/S lady for soul mate and LTR. Tel 
No: 0905 670 0223 Box No: 275296 
MATT 25, GSOH, likes socialising, 
nights out, walks, pubs, meals out, 
seeks female, 19-30 with GSOH for 
friendship, maybe more. Tel No: 
0905 670 0223 Box No: 274748 
35YR old male, seeks female for fun 
times. Tel No: 0905 670 0223 Box 
No:274512 

WAYNE 28, 6ft 2ins, likes sports, 
keep fit, pubs, clubs, socialising, 
seeks female for fun times, maybe 
more. Tel No: 0905 670 0223 Box 
No:274466 

FUN loving ex-squaddie, likes gym, 
rugby, seeks female for fun times. 

Tel No: 0905 670 0223 Box No: 
274246 

PHILIP 46, attractive, professional, 
5ft 8ins, seeks attractive, petite 
female for good times, possible LTR. 
Tel No: 0905 670 0223 Box No: 
274116 

MALE 62, fit, solvent, likes most 
things, seeks similar female for 
friendship, maybe more. Tel No: 
0905 670 0223 Box No: 273970 
CHRIS seeks female, any age for 
discreet fun times. Tel No: 0905 670 
0223 Box No: 273960 
TALL slim male, 45, attractive, 
happy go lucky, seeks slim, attrac¬ 
tive female for fun and friendship. Tel 
No: 0905 670 0223 Box No: 273480 
PAUL 45, tall, dark, handsome, blue 
eyes, likes cooking, shopping, meals 
out, cinema, walks, seeks slim, 
attractive female, 40-47 for friend¬ 
ship, maybe more. Tel No: 0905 670 
0223 Box No: 266846 
RAF retired male, 60, happy, sol¬ 
vent, likes days out, lunches, music, 
Tv, seeks female of any age. Tel No: 
0905 670 0223 Box No: 262624 
SLIM 6ft male, fit, funny, trustworthy, 
attractive, likes animals, literature, 
music, theatre, seeks female for 
friendship/companionship. Tel No: 
0905 670 0223 Box No: 261689® 
ATTRACTIVE charming, sincere 
male, 60’s, 6ft, trim, fit, seeks special 
female to share life with. Tel No: 
0905 670 0223 Box No: 260279 
EASYGOING fun loving, romantic 
male, 39, likes theatre, country 
walks, nights in/out, seeks loving, 
caring female. Tel No: 0905 670 
0223 Box No: 255564® 

MALE 56, 5ft lOins, young at heart, 
GSOH, seeks similar aged female 
for friendship/romance. Tel No: 0905 
670 0223 Box No: 252777 
EASYGOING male, 43, 5ft 9ins, 
hardworking, musically minded, 
seeks fun, active lady. Tel No: 0905 
670 0223 Box No: 237755 ® 

45YR old divorced male, 6ft, brown 
hair, blue eyes, kind, affectionate, 
GSOH, seeks honest, caring female 
with GSOH. Tel No: 0905 670 0223 
Box No: 236954 

MALE 50’s, caring, easygoing, var¬ 
ied interests, GSOH, N/S, seeks 
female for loving relationship. Tel 
No: 0905 670 0223 Box No: 228071 
6FT honest male, GSOH, mid 50’s, 
seeks special female to laugh and 
enjoy life with. Tel No: 0905 670 
0223 Box No: 225876 
SINGLE dad, 42, 6ft, honest, caring, 
GSOH, seeks genuine female, 30- 
43 for friendship/relationship. Tel 
No: 0905 670 0223 Box No: 216153 
SINGLE dad, 40’s, 6ft, ex-rugby 
player, fun, honest, seeks attractive 
single mum, 30-40 for nights out, 
maybe more. Tel No: 0905 670 0223 
Box No: 272670 

62YR old male, outgoing, seeks 
female for friendship, maybe more. 

Tel No: 0905 670 0223 Box No: 
272408 

31 YR old male, dark hair, blue eyes, 
likes meals out, seeks female 28-35 
for friendship and more. Tel No: 
0905 670 0223 Box No: 262590 ® 
GENUINE 1939 antique, N/S, reli¬ 
able, GSOH, seeks lady up to 69 for 
friendship, maybe more. Tel No: 
0905 670 0223 Box No: 272026 
MALE 50, young looking, seeks 
attractive female for no strings fun 
times. Tel No: 0905 670 0223 Box 
No:264441® 


MARK 43, new to area, likes horses, 
countryside, seeks female with simi¬ 
lar interests. Tel No: 0905 670 0223 
Box No: 270894 

28YR old male, 6ft, likes gym, 
sports, socialising, music, seeks 
likeminded female to share good 
times with. Tel No: 0905 670 0223 
Box No: 260138® 
TRUSTWORTHY loyal male, 50’s, 
5ft 9ins, stocky, solvent, GSOH, no 
ties, likes countryside, motor sports, 
nights out, seeks special female. Tel 
No: 0905 670 0223 Box No: 270244 
HANDSOME male, 45, 5ft lOins, 
honest, caring, loyal, trustworthy, 
GSOH, N/S, no ties, likes nights 
in/out, seeks female for fun and 
romance. Tel No: 0905 670 0223 
Box No: 272842 


MALE 33, slim, 6ft, green eyes, likes 
countryside, music, wine, seeks 
older lady for romance. Tel No: 0905 
670 0223 Box No: 272960 


GAY/FRIENDSHIP 





P/J— 


You can now send and receive 
pictures to your mobile!! 

Send in your photo to 

0779 366 6363 

followed by your mailbox and 
PIN number. 

If you like the sound of an advert 
that has a jjgj next to it, then 
this advertiser has sent in their 
photo!! To receive a copy of the 
photo to your mobile phone sim¬ 
ply text: 

CAMBS(space)mailbox no. 
and send to 88833. 


IF YOU’RE looking to meet or chat 
to other men, look no further Call 
now on 0909 105 9846 or TXT: 
GAY209 to 85252. 

48YR old CD, seeks similar mature 
CD for company and fun. Tel No: 
0905 670 0223 Box No: 275606 
GOOD looking male, 38, own home, 
brown hair, straight acting, likes life, 
seeks similar for fun. Tel No: 0905 
670 0223 Box No: 237373 ® 

Bl guy, mature, seeks similar male 
for discreet fun times. Tel No: 0905 
670 0223 Box No: 254797 
60YR old mature male, naughty but 
nice, seeks similar male for fun and 
friendship. Tel No: 0905 670 0223 
Box No: 259124 

ATTRACTIVE easygoing guy, slim, 
fit, seeks similar male for friendship. 

Tel No: 0905 670 0223 Box No: 
263288 

FUN 29yr old red head, likes pubs, 
clubs, nights out, seeks male/female 
for friendship and fun times. Tel No: 

0905 670 0223 Box No: 274652 


ADULT 


Looking for Fun in your area? 
Call 0905 670 0226 or text 
FLIRT209 to 88300. 



Leave your 20 word advert Remember to leave your mobile number I 
if you wish to receive a text alert when are left a message. Send in I 
your photo! Simply text your photo to 0779 366 6363 followed by | 
your mailbox and PIN number. Or send by email to: 

| support@jmediauk.co.uk with your Mailbox & Pin number. 


Call to reply to an advert 

•''J0905 (70 0223 


Simply dial the number below the advert and input the six digit box I 
number! Follow our simple, easy to understand instructions and I 
before you know it you could be listening to your future partner! leave I 
them a message, make it a good one and check for replies. It really is | 
that easy! 


Call to retrieve responses 


09056700224 


Have your pin & box numbers ready, as you will need both of these to pick I 
up your messages. You never know, today could be the day you meet your | 
| new partner so call now and check! 

for help dial 0871 434 4131 Mon-Fri, 9 to 5. 

Alternatively, you can e-mail us at SUpport@jmediauk.CO.llk 


Companions 
Text Match 


Are you too busy to call? Always on the move? Don't have time to find a I 
partner? well, this is the service for you! Text match is a fast and effective I 
| way of finding a new partner and has the convenience of only using texts! | 

Send CHAT209 to 85252 

and start chatting today! 


See peoples 
Pictures on your 
mobile! 


If you like the sound of an advert - 
then see their picture on your mobile! 

I if an ad has a 09 next to it, then the advertiser has sent in their photo. To I 
receive a copy of the photo to your mobile phone, all you have to do is | 
text: CAMBS(space)mailbox number and send to 88833. 


BE SENSIBLE: Meet in a public place and tell someone else where you are going. Dial 141 before returning a call to retain your confidentiality. GUIDELINES: We reserve the right to refuse or edit any ad for any reason. The advertiser assumes complete liability for the content of all replies to any advertisement or recorded message and for any claims made against this newspaper as a result thereof. The advertiser agrees 
to indemnify and hold this newspaper harmless from all costs, expenses, liabilities and damages resulting from or caused by the publication or recording placed by the advertiser or any reply to any such advertisement. DATA PROTECTION: Service provided by J Media UK, PO Box 56394, London SE1 OWT, 0871 434 4131. We will collect the details you provide, and may send you details of other services and events oper¬ 
ated by us. We may pass your details onto this newspaper for marketing or ICSTIS for regulatory purposes. Your advert may appear in other newspapers. CALL CHARGES: 09056/0907 calls cost £1,20/min from a BT Landline. 09056/0909/0906/090523/ 0908 calls are £1/min. 0779 cost 25p. 0808/0800 calls are FREE. Mobile & Payphone charges will vary. TEXT 87211/ 89433/85252/88300 cost £1.50 per message, min 
2 messages. 88833 Texts cost £1.50 per msg. To use this service your mobile must be compatible, if not contact your network provider. To unsubscribe to text alerts, text STOP DATING to 83426. For full T&Cs see online. VIDEOS: 18+ This is not a subscription service. Images are compatible with colour WAP enabled phones. Premium videos and picture sets priced at 3 pounds for each colour opti- 
mised picture pack or high quality video clip. We reserve the right to contact individuals with promotional information. To stop, text STOP to 69877. BCM SF WC1N3XX WC 240108 
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YOUTH RUGBY BOXING 


Sam helps 
to make it 
seven up 

Newmarket 22 Huntingdon 5 

UNDER-13 

NEWMARKET completed their 
seventh straight win in a 
hard-fought game, starting brightly 
and never releasing their grip. 

Sam Hillary opened the scoring with 
a try after a series of rucks, and 
although Huntingdon quickly 
equalised, James Ellis-Saunders 
peeled off the pack to score after 
Tom Fleet won a line out. 

In the second half Newmarket took 
advantage of the slope and wind to 
dominate. Tom Chadwick scored an 
opportunistic try, ripping the ball 
from an opponent’s grasp and 
running through to score before 
Hillary scored his second try, which 
was converted by Callum Downing. 
Wenden’s Ambo 10 Newmarket 21 

UNDER-12 

NEWMARKET bounced back after 
conceding a try from the second play of 
the game in the opening match of the 
triangular tournament. 

Strong forward drives - especially from 
Nathan Buckle, Ben Jeacock and Josh 
Quinn - gave them a sniff of a try, but 
the ball was held up over the line. 

And when Wenden’s re-gathered their 
own penalty and crossed for their 
second try shortly before half-time it 
looked as if an uncharacteristically high 
number of missed tackles was going to 
cost them. 

But a change of ends brought a change 
of fortune and from their own kick off 
Newmarket regained possession for 
Ethan Brown to touch down. The 
restart then went short and straight into 
the arms of Daniel Bristow and 
following his strong run, Daniel 
Downing crossed for his first try. 

And, after one of the best moves of the 
season, Henry Smith evaded his 
opposite number and became the 
second Newmarket to record his 
maiden try. 

Royston 24 Newmarket 7 

UNDER-12 

The start of the game showed that 
Newmarket had not heeded the 
lessons of the first match and they 
again conceded straight from the 
kick off. 

They quickly added a second try and 
it was no surprise when they scored 
a third just before half time. 

With the slope in their favour, 
Newmarket hoped they could claw 
their way back but their inability to 
hold on to the ball in contact proved 
decisive and Royston had a fourth 
try on the board before they started 
to make headway. 

Several times - once after a 
blistering run by Christopher Le - 
they crossed the line only to be 
denied a try by last-minute 
infringements and, just as it seemed 
they would be whitewashed, Daniel 
Downing scored his second try of 
the day. 

Newmarket 68 Wisbech 0 

UNDER-14 

‘A COMPLETE team game’ was how 
the walloping of Wisbech was 
described by Newmarket officials. 

Even though they lost fly-half Andy 
Teevan there was no stopping their 
march to victory, Spencer Pettit taking 
control and earning the 
man-of-the-match award. 

The tries flowed from Jack Moffat (3), 
Charlie Mahoney (2), Jake Cronin (2), 
Glen Bannister, Adam Elmer, and Jack 
Wade, who also only missed one 
conversion. 



■ ALFIE SMITH ... had to fight twice before booking a place in the Central finals. 


Smith has to 
work for his 
Central role 


ALFIE Smith faced a double 
battle to earn his place in 
the Central area finals of 
the NACYP Championships 
in Coventry. 

The New Astley puncher 
beat Hornchurch ABC’s 
Charlie Cooke on a 
unanimous decision in an 
under-57kg semi-final for 
boxers born in 1992 before 
beating Oily Moody, of 
Cheshunt ABC, on a 
majority verdict in the 
Eastern final at Brentwood. 

But coach Mark O’Reilly 
felt Smith was fortunate to 
make it through against 
Moody. 

He said: “I thought Alfie 
was behind in every round, 
but in the last 30 seconds of 
the final round he landed 
four clean shots, which 
probably won it for him.” 

Clubmate Jamie Corner is 
also through to the next 
round after proving too 
strong for St Albans ABC’s P 
Cash in the Eastern under- 
52kg final, winning on a 
unanimous decision. 

Kieran Redding proved to 
be the nemesis for both New 
Astley’s Andrew Watts and 



■ JAMIE CORNER... through. 


Haddenham puncher Jesse 
Smith at the Eastern finals 
with the coaches of both 
beaten fighters unhappy 
with the decision. 

Watts lost on a unanimous 
verdict to the Chadwell & 
Corringham ABC fighter in 
their under-54kg semi-final 
for boxers born in 1992. 

O’Reilly said: “I thought 
Andrew was the winner. It 
was a very harsh decision, 
but Andrew seems to get a 
lot of these.” 

New Astley’s Gary 
Frostick also went out in the 
Eastern finals, losing on a 
unanimous verdict in the 
under-70kg decider to 
Canvey Island ABC’s C 
Goddard. 


HOCKEY: TOWN EDGE WIN 


Leaders 
scorch 
six clear 


Huntingdon 2 Newmarket 3 

CAMBS WOMEN’S LEAGUE, 

PREMIER DIVISION 

NEWMARKET’S title 
credentials survived a 
tough examination at 
Huntingdon. 

However, the leaders 
weathered some intense 
pressure to take advantage 
of second-placed Camb¬ 
ridge South’s weekend off 
to move six points clear. 

Newmarket started well 
and opened the scoring, Di 
Thomas pouncing on an 
error to home in and net 
after a free run at goal. 

But although Hunting¬ 
don left themselves open to 
the counter-attack, the 
away side were unable to 
make the most of their 
quick breaks and were 
punished in the 31st minute 
when the home side 
equalised. 


1 ■ TABLE 


P 

W 

D 

L 

F 

A 

Pts 

Newmarket . 

.11 

10 

1 

0 

51 

11 

31 

Cambridge South. 

...11 

8 

1 

2 

49 

19 

25 

Ely. 

...11 

7 

2 

2 

35 

19 

23 

Wisbech. 

.. 11 

4 

3 

4 

29 

19 

15 

Cambridge Uni III. 

.10 

4 

1 

5 

16 

23 

13 

Huntingdon. 

..12 

3 

6 

4 

24 

26 

12 

Cambridge City III. 

.. 11 

3 

3 

5 

20 

22 

12 

City of P'Boro III. 

.. 11 

3 

1 

7 

13 

43 

10 

March II. 

,12 

0 

1 

11 

5 

60 

-1 


Revitalised by the goal, 
the hosts started the second 
half with more passion and 
forced several short 
corners. 

But Newmarket picked 
up the pace and scored a 
second when Beth 
Wombwell scored instinct¬ 
ively after linking well with 
Claire McDonnell. 

And, with the side’s 
distribution improving, 
Wombwell returned the 
favour with a superb pass 
for McDonnell to bag the 
killer third goal. 


WEEKLY NEWS 


Readers Travel Offer brought to you by your local newspaper 



Dirty Dancing 

Departing Thursday 28th 
February 2008 

Following the successful film, this ultimate 
feel good show is a coming of age love stor 
between a talented dancer Johnny Castle 
and France’s houseman during her family’s 
summerholiday. 



The Sound of Music 

Departing Thursday 13th 
March 2008 

The Worlds best loved musical, THE SOUND 
OF MUSIC, is breaking all box office records in 
this dazzling production. The Score touches the 
hearts of all ages and brims over with some of 
the most memorable songs ever performed. 



GONE 

WIND 



Gone With The Wind 

Departing Thursday 29th 
May 2008 

The very latest Book adaptation is by the 
producer of such great musicals as ‘Cats’ and 
‘Les Miserables’, and is sure to be an 
exceptional hit with its powerful sound track 
and huge landscapes. Telling the story of the 
Old South during the American Civil War. 


Spamalot 

Departing Thursday 29th 
May 2008 

This Faithful rendition of the original surreal 
comedy is complete with Killer Rabbits, 
Farmyard ballistics holy hand grenades and 
Knights who say ‘Ni’. Written by one of the 
former Python’s, Eric Idol. 


■ 


We have joined 
together with local 
coach operator 
Grey’s of Ely to 
offer readers of 
the ‘Weekly News’ 
the chance to see 
fantastic London 
shows with a local 
pick up and then 
direct to the 
Theatre and the 
same on the return 
What could be 
easier and less 
stress free! 

The Coach will 
depart from 

Ely 

Barton Road 
Car Park at 14:30 

Newmarket 
Park & Ride 
at 15:00 


TO BOOK CALL FREEPHONE 0800 0887964 
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Email all your sports stories and pictures to newmarketsport@cambridge-news.co.uk 


Don’t take 
success for 
Grant-ed, 
says Rogers 

MILDENHALL Fen Tigers are appealing 
for fans to give their new signings time 
to bed in after confirming their sixth 
winter capture as New Zealand under-21 
champion Grant Tregoning. 

The 19 year-old will line up at No 2 but 
his place is still subject to a work permit. 
The signing of the Kiwi, as well as Danes 
Jan Graversen and Casper Wortmann, 
gives the Fen Tigers three riders in their 
top five without any previous British 
League experience, a matter that has 
caused some concern. 

But team manager Laurence Rogers 
said: “I ask our supporters to give these 
lads a chance to impress before they 
knock them. We could have signed three 
world stars in the making for Mildenhall. 
“Grant comes on the esteemed 
recommendation of six times world 
champion Ivan Mauger and is a very 
promising lad with bags of potential. 

“The other alternative was to spend out 
on loan fees. We have talked to a great 
number of riders over the past few 
months and due to various reasons, they 
didn’t fit the bill. Glasgow and Stoke, as 
well as Berwick and Newport to an 
extent, have gone down the same route 
which is building for the long-term 
benefit of the club.” 

Tregoning has won his homeland’s 
under-21 crown twice, an honour also 
claimed a couple of years ago by 
ex-Mildenhall favourite Andrew Bargh, 
and recently finished third in the South 
Island Solo Championship, which was 
won by Rye Flouse-bound Andrew 
Aldridge. 

With only their top spot left to fill, Rogers 
is keen to thrash out terms and a deal 
with Australian Craig Watson, due to 
arrive back into the UK earlier this week. 
Watson’s acquisition, alongside German 
International Robbie Kessler, would give 
the Tigers a firm backbone to their side 
for the 2008 Premier League season 
which starts in fewer than six weeks. 

They’re Happy 
with the Boy 

SAEED Bin Suroor will train Happy Boy 
after Sheikh Hamdan bin Mohammed 
Al Maktoum elected to purchase the 
four-year-old, an impressive winner at 
Nad Al Sheba earlier this month. 

A facile winner of the Group Three 
Maktoum Challenge I on the first night 
of the 2008 Dubai International Racing 
Carnival, Happy Boy will next be seen 
in action on Super Thursday. 
Spokesman Simon Crisford said: 
“Happy Boy will run in the colours of 
Sheikh Hamdan bin Mohammed Al 
Maktoum and is to join Saeed Bin 
Suroor at Al Quoz, where he will stay 
for the rest of the Carnival.” 

A Group Two winner on dirt in Brazil, as 
well as a Group Three winner on turf, 
Happy Boy won the mile feature on the 
first night of the Carnival by a 
long-looking nine lengths. 


FOOTBALL: RIDGEONS LEAGUE 



■ DAVE WERTHMANN ... had two 
good attempts to put Mildenhall 
ahead. 


Spriggs makes instant impact 


STEPHEN Spriggs scored on his 
Mildenhall debut to hand his new 
side a 1-0 win over King’s Lynn 
reserves - the club he left to come 
to Recreation Way last week. 

’Hall saw off the Linnets B team 
2-0 in Norfolk earlier this month, 
and completed the double thanks 
to Spriggs’ solitary strike. 
Attacking down the famous 
Recreation Way slope in the first 
half, Mildenhall took control early 
in the game. 

Defender Dave Werthmann had 
two good chances to put his team 
in front but was denied, first by 
the Lynn keeper and then the bar 
while Lynn’s only chance of the 


Mildenhall 1 King’s Lynn res 0 

RIDGEONS LEAGUE, PREMIER DIVISION 

half came in the form of a 
chip-shot, which ’Hall keeper Ben 
Nower dealt with. 

The match began to wilt in the 
second half until the 67th minute 
when Mildenhall strung the best 
move of the game together to get 
their noses in front. 

Andy Hughes, also making his 
debut after agreeing to a month’s 
loan move from Cambridge City, 
put Spriggs through on the 
halfway line. The winger beat the 
offside trap with ease before 
waltzing around the visiting 


keeper to roll the ball into an 
empty net. 

Mildenhall brought on substitute 
Mark Angel, who is continuing his 
comeback from a hamstring 
problem, and he could have put 
the game beyond doubt, but his 
shot went straight at the Linnets 
No 1 before the end. 

At the other end, Lynn failed to 
test Nower for the remainder of 
the game, meaning Mildenhall 
were able to complete January 
unbeaten. 

They will look to take their good 
run of form into the next month 
when they go to Woodbridge on 
Saturday. 


Jocks on 
the Wrox 


LATEST TABLE 



P 

W 

D 

L 

F 

A 

Pts 

Soham Town R. 

...25 

19 

3 

3 

74 

21 

60 

Needham Mkt . 

...23 

19 

3 

1 

71 

26 

60 

Wroxham. 

...25 

18 

2 

5 

69 

23 

56 

Mildenhall Tn. 

...25 

15 

5 

5 

52 

25 

50 

Haverhill Rovers... 

...26 

15 

3 

8 

52 

31 

48 

Dereham Town. 

...26 

13 

6 

7 

59 

37 

45 

Kirkley . 

...25 

13 

6 

6 

48 

32 

45 

King’s Lynn Res... 

...25 

12 

5 

8 

46 

31 

41 

Felix & W Utd. 

...27 

12 

5 

10 

55 

52 

41 

Leiston. 

...27 

11 

6 

10 

47 

44 

39 

Lowestoft Town ... 

...27 

11 

3 

13 

63 

59 

36 

Walsh le Willows . 

...28 

10 

3 

15 

36 

66 

33 

CRC. 

...24 

9 

5 

10 

45 

36 

32 

Wisbech Town. 

...29 

10 

2 

17 

33 

68 

32 

Stan way Rovers... 

...22 

9 

4 

9 

52 

40 

31 

Norwich Utd. 

...26 

8 

4 

14 

26 

50 

28 

Harwich & Pktn ... 

...25 

8 

2 

15 

37 

62 

26 

Swaffham Town ... 

...25 

7 

4 

14 

34 

62 

25 

Woodbridge Tn ... 

...22 

7 

3 

12 

43 

61 

24 

Ipswich Wand . 

...27 

6 

0 

21 

33 

85 

18 

Histon Res. 

...24 

5 

2 

17 

37 

57 

17 

Newmarket Tn. 

...27 

3 

4 

20 

41 

85 

13 


Defeat leaves 
Town in trouble 

Newmarket 0 Wroxham 2 

RIDGEONS LEAGUE, PREMIER DIVISION 

NEWMARKET may have 
fared better this time against 
Ridgeons League, Premier 
Division champions Wrox¬ 
ham. 

But the Jockeys’ run without a win 
was stretched to five games when 
they went down at the Town Ground 
on Saturday. 

Karl Johnson’s team were thrashed 
4-1 by last season’s league winners 
before he took over from caretaker 
boss, Kevin Grainger. 

And, although the reduced 
scoreline looked better on paper, the 
result did nothing to alleviate any 
relegation fears - Newmarket now 
find themselves 11 points off the 
safety zone. 

Things were not helped by the fact 
that the two teams above them - 
Histon reserves and Ipswich 
Wanderers - both picked up wins 
over the weekend to increase the 
pressure on the Jockeys. 

Newmarket are now on 13 points 
from 27 games, while Histon are on 17 
points having played three games 
fewer and Wanderers are one point 
better off with 18 points from 27 
games too. 

But Newmarket will be looking to 
start to turn the season around on 
Saturday when they host another 
struggling side, Wisbech Town. 



■ KARL JOHNSON 
... saw his side 
reduce the 
scoreline against 
Wroxham but they 
have been cast 
further adrift at the 
bottom. 
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AND RENT 
BACK YOUR OWN 
HOME 


STOP 

Mortgage Arrears & Repossession 


If you want to RELEASE CASH for any purpose 
and remain in your home 

CALL NOW 

NO FEES • NO HASSLE 


For 

I AQUICK 

SALE 

_ 


CALL 

For your FREE HOW IT WORKS DVD 


CALL FREE FOR YOUR INFORMATION PACK 

08003288239 


GET RID OF ALL YOUR DEBTS! 

www.AQuickSale.co.uk 




( Ihe Mar!<i ‘farnfiam Schools of 

Kwon- r ZSo 

First Session Free! 

Suitable for Men, Women & Children 


Newmarket 

St. Felix Middle School, 
Fordham Road. 

Thursdays 7.00 to 8.30pm 


Also at 

Burwell, Mildenhall and 
throughout East Anglia 

Tel: 01553 841880 

www. ma r kfa r n h a m taekwo n d o. co. u k 

































































































